


The Commonwealth of Massachusetts 


Executive Office of Health and Human Services 
Department of Public Health 


William A. Hinton State Laboratory Institute 


305 South Street, Jamaica Plain, MA 02130 


DEVAL L. PATRICK 
GOVERNOR 

TIMOTHY P. MURRAY 
LIEUTENANT GOVERNOR 

JUDYANN BIGBY, MD 
SECRETARY 

JOHN AUERBACH 
COMMISSIONER 


02/17/2012 


Kathleen Cello 

Assistant District Attorney, Suffolk County 


Dear ADA Celio, 


Enclosed is the information you requested in regards to Commonwealth vs. 
Included are copies of the following: 



1. Dmg Analysis Laboratory Receipt. 

2. Control Cards with analytical results for samples # 

3. Analysis sheets with custodial chemist’s hand notations and test results. 

4. GC/Mass Spectral analytical data for samples # 


Amiie Dookhan was the custodial chemist and performed the preliminary testing and net weight for 
this sample. Kate Corbett analyzed the GC/MS data for tliis sample. 

If you have any questions about these materials, please call me at the number below. 



Annie Dookhan 
Chemist 

Ding Analysis Lab 
Jamaica Plain, MA. 02130 
(617) 983-6622 


Folk OIG PRR 019749 





PLEASE PRINT CLEARLY OR TYPE ALL INFORMATION 


Boston Drug Laboratory 
Tel (617) 983-6622 
Fax (617) 983-6625 


The Commonwealth of Massachusetts 

Executive Office of HenUh and Human Services 
Department of Public Health 
State Laboratory^ Institute 


Amlierst Drug Laboratory 
Tel (413) 545-2601 
Fax (413) 545-2608 


Boston Hours 

8 : 00 - 11:00 

2:00-4:00 


DRUG RECEIPT 


Anihersf Hours 

9:00-12:00 

1:00-3:00 


ity or Department: 


City 


Police Reference No.: 



Name and Rank of Submitting Officer: (J j ' 



To be completed by Submitter To be completed by Lab Personnel 

Description of Items Submitted Gross Weight Lab Number 


^\P l^ct. 


/ 2 . 9c>s--p/2 

1 ^ 

1 .. 

i ^<^ 1 ? JicP-pC. 


) ^(p 

1 ^ 



Received by: 



Date: 




// /■ 



























DRUG POWDER ANALYSIS FORM 


SAMPLE# 



No. of samples tested; :2S 


AGENCY Cy\e.\%ec^. ANALYST 

--- - 7 ^ 

Evidence WL 


PHYSICAL DESCRIPTION: 




lOl" 








Gross Wt {<o^: iLU o*^ 
Gross Wt fa3): M • \*=\ 

Pkg. Wt:_ 

Net Wt: 


O V cuuL-s. \ o \ \ x"b»_vsi> ^ ‘h 


PRELIIVUNARY TESTS 

Spot Tests 

Cobalt 

2S Thiocyanate (- ) A- 
^ 5 Marquis ^ 
;z-5Froehde‘s 
- 2.5 Mecke's_ 


MIcrocrvstalllne Tests 
Gold 

OS Chloride -y, _ 

2.3 TLTA ( _ 

OTHER TESTS 


PRELIMINARY TEST RESULTS 
RESULTS 

DATE si-vD 


GC/MS CONFIRMATORY TEST 
RESULTS r c> c 
MS 

OPERATOR \C'P>C.. 

DATE xa-go- vO 


Revised 7/2005 











Sample #: 


# samples tested: ^ 


# 

Gross 

Weight 

Packet Weight 

Net 

Weight 

# 

Gross 

Weight 

Packet Weight 

Net 

Weight 

1 


^......g^^^. 

O. \ . 

26 




2 

o . 

o.ov9^n 


27 




3 

C>- VSB>\ 

O ^C>^^0 

o-l'S>o\ 

28 




4 

0 . \^'S3 

o- o^■^% 

o, \Zi\ 

29 




5 

o. n‘=^2> 

O , 0^-3 ^ 

0-\ SbQ 

30 




6 

O A% bs 

O' O ^c> 3> 

O ■ \S bx 

31 




7 



O - 

32 




8 

o ■ 'i\^o 

n •o^'2-3 

O* 1^=16") 

33 




9 

0>\^2S. . 

o ■ 0V«\\ 

O - \02^\ 

34 




10 

c> / I'm S' 

o • o m g 

o aIqod. 

35 




11 

0.^0'2.'^, 


o ^ 

36 




12 

0. 


(D ^ \ t \ ^ 

37 




13 

O^V'nSi' 

oo^'2-q 

o • n '3-3 

38 




14 

D. 


o 

39 




15 

O. 

^ -o3o2. 

O - \'S'3b 

40 




16 

0-1 bn3 

0-02-33 

o. \M^VO 

41 

1 .. 



17 

0 - 1 

0 ' OXS'Z- 

o, Iboo 

' 42 




18 

O. \?^<3b 

(9 .Qltsb 

0 .\-SSO 

43 




19 

O- \'T)R' 

0 ■o^^\ 

O . I5b1 

44 




20 

C). \1MB 

0.03UB 

o.\z<^s 

45 




21 

0.1i.\^0 

<D ^>2.10 

o. v^^'XO 

46 




22 

n. O^S 

C). 0 VS2- 

0'1 bo \ 

47 




23 

O' \(oo3 

o- c>^\7- 

0 - \3<=1 \ 

48 




24 

0 . mbs 

0,OCLb‘^ 

o . v-lc^j Ca 

49 




25 

o. 

O ■ O 2.M. O 

o. XBS'Z 

50 




Calculations: 

€'6^ oe-v- _ OS-HS / 2 S r O-1 (poO 

- \ “1- b 




Folk OIG_PRR_019753 




DRUG POWDER ANALYSIS FORM 


SAMPLE U 


ANALYST 


No. of samples tested; 2^ 


Evidence WL 


PHYSICAL DESCRIPTION: 




Gross Wt ( 1^); 

GrossWt ( Z-): o . ^%0\ 
Pkg. Wt:_ 


VO^ 


Net Wt: 


^<iVVve'" \v\"^\l>'Lsol 

<Ov\ctM.s i V 25 



PRELIMINARY TEST RESULTS 


GC/MS CONFIRMATORY TEST 


RESULTS 


RESULTS C oc 


DATE XX- ^-vD 


MS 

OPERATOR 


VAC 


DATE sI-TloMO 


Revised 7/2005 


Folk OIG PRR_019754 
















Sample #: 

# samples tested: ^ 


# 

Gross 

Weight 

Packet Weight 

Net 

Weight 

# 

Gross 

Weight 

Packet Weight 

Net 

Weight 

1 

O- 1 b02. 


o. S'*l 

26 




2 

0 - \''?ioo 

^ . O'XXIa 

0 - Ibo H 

27 




3 




28 




4 




29 




5 




30 




6 




31 




7 




32 




8 




33 




9 




34 




10 




35 




11 




36 


■ .. .. 


12 




37 




13 




38 




14 




39 




16 




40 




16 




41 




17 




42 




18 




43 




19 




44 




20 




45 




21 




46 




22 




47 




m 




48 




m 




49 




m 




50 


. 


Calculations: 

£5.-, OC. o . SOSi -- O .^S It GO 


Folk OIG_PRR_019755 




PHYSICAL DESCRIPTION: 


Gross Wt ( ): 


'v^O'-ocLaji.cS. 

s?b> 


Gross Wt ( ) 

Pkg. Wt; 


Net Wt 


ig.lSrb ^ 


m c 


vVv^-- Pn'^v'o^ x 


xovCMwO 




irxjLv^v= 


PREHMINARY TESTS 
Spot Tests 


Mlcrocrystalllne Tests 


Cobalt 

Thiocyanate (—) 


Gold 

Chloride 


Marquis 


TUTA 


Froehde's 


Mecke's 


OTHER TESTS 


AVa-t -- 


PRELIMINARY TEST RESULTS 


GC/MS CONFIRMATORY TEST 


RESULTS 


RESULTS 


DATE vX- \^ - IO 


MS 

OPERATOR 


DATE \7.-lC--\Q 


Revised 7/2005 


Folk OIG PRR 019756 














DRUG POWDER ANALYSIS FORM 


SAMPLE # 



No. of samples tested: \ 


AGENCY CV > 


ANALYST 
Evidence Wt 





PHYSICAL DESCRIPTION: 

■y cLajl ct S v^V ^•v::v^ 


rvvci- vvv<? <- ^ ^ \o 

Q\xo^^K.'^ <SaxOxvO 


\ 2 ^ 


Gross Wt ( ): Q . 

Gross Wt ( );__ 

Pkg. Wt:_ 

Net Wt: o , VXo \ 


PRELIMINARY TESTS 
Spot Tests 

Cobalt 

Thiocyanate (-y-) 
Marquis —- 

Froehde’s 
Mecke's 


MIcrocrvstaUine Tests 
Gold 

Chloride -L _ 

TLTAXjAj_ 

OTHER TESTS 


PRELIMINARY TEST RESULTS 
RESULTS 

date 'iT-vS- rp 


GG/MS CONFIRMATORY TEST 
RESULTS 
MS 

OPERATOR 

DATE vT-2o-vr:) 


Revised 7/2005 











Area Percent / Library Search Report 


Information from Data File: 

File Name : F;\Q4-2010\SYSTEM7\12_16_10\761204.D 

Operator : KAC 

Date Acquired : 16 Dec 2010 12:00 

Sample Name ; BLANK 

Submitted by : 

Vial Number : 1 

AcquisitionMeth: DRUGS.M 
Integrator : RTE 




Ret, Time Area Area % Ratio % 

***NO INTEGRATED PEAKS*** 


761204.D Tue Jan 31 11:34:06 2012 Page 1 


Folk OIG PRR 019758 








Area Percent / Library Search Report 


Information from Data File: 

File Name : F:\Q4-2010\SYSTEM7\12_16_10\761205*D 

Operator : KAC 

Date Acquired : 16 Dec 2010 12:12 

Sample Name : COCAINE STD 

Submitted by : 

Vial Number : 5 

AcquisitionMeth: DRUGS.M 
Integrator : RTE 


Abundance TIC: 761205.D\data.ms 



I I I I i t I 1 I I 1 [ 1 T I . l I . ^ 1 T t > J I E t T f I ( l i j I I J I f M I I I I r I 1 p 1 I 1 I ? + 1 1 I I 

Tim8p>.2.00 2,60 3,00 3.50 4.00 4.60 6.00 6.60 6.00 6.50 7,00 7.60 8.00 8.60 9,00 9.50 


Ret. Time Area Area % Ratio % 

4.707 1275662 100,00 100.00 


761205,D Tue Jan 31 11:34:10 2012 Page 1 


Folk OIG PRR 019759 





Area Percent / Library Search Report 


Information from Data File: 

Pile Name : F:\Q4-2010\SYSTEM7\12__16_10\761205.D 

Operator : KAC 

Date Acquired : 16 Dec 2010 12:12 

Sample Name ; COCAINE STD 

Submitted by ; 

Vial Number : 5 

AcquisitionMeth; DRUGS,M 
Integrator ; RTE 


Search Libraries: C;\Database\SLI,L Minimum Quality: 80 

C:\Database\NlST05a.L Minimum Quality: 80 

C: \Database\PMW__T0X2 . L 

PK# RT Library/ID CAS# Qual 


1 4,71 C:\Database\SLI.L 

COCAINE 000050-36-2 99 


Abundance Average of 4.675 to 4,834 mm.: 761205.D\data.ms (-) 



40 60 80 100 120_140 16 0 180 200 220 240 260 280 300 


Abundance #29: COCAINE 



761205,D Tue Jan 31 11:34:11 2012 Page 2 


Folk OIG PRR 019760 














Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name ? 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Data File: 

F: \Q4~2010\SYSTEM7\12_X6__10\761206 .D 
KAC 

16 Dec 2010 12:25 

BLANK 
ASD 
1 

DRUGS.M 
RTE 



Ret. Time 


Area Area % Ratio % 


INTEGRATED PEAKS^** 


761206,D Tue Jan 31 11:34:15 2012 


Page 1 


Folk OIG PRR 019761 







Area Percent / Library Search Report 


Information from Data File; 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q4-2010\SYSTEM7\12_16_10\761207.D 

KAC 

16 Dec 2010 12;3S 


ASD 

7 

DRUGS.M 
RTE 


Abundance 


TIC: 761207.D\daia.ms 


4 ; 


16 


4000000 

3000000 

2000000 

1000000 

0 

Time-> 


3.686 


2.00 2.50 3.00 3.60 4.00 4.50 5.00 5.60 6.00 6.50 7.Q0 7.50 8.00 8.50 9.00 9.50 


Ret. Time 

Area 

Area % 

Ratio % 

3 - 886 

656270 

10.71 

12.00 

4,718 

5470213 

89.29 

100.00 


761207.D Tue Jan 31 11:34:19 2012 


Page 1 


Folk OIG PRR 019762 







Area Percent / Library Search Report 


Information from Data File: 

File Name : F:\Q4-2010\SYSTEM7\12__16_10\761207.D 

Operator : KAC 

Date Acquired : 16Dec20^ 12:38 

Sample Name : 

Submitted by : ASD 
Vial Number : 7 

AcquisitionMeth: DRUGS.M 
Integrator : RTE 


Search Libraries: C:\Database\SLI.L Minimum Quality: 80 

C:\Database\NIST05a.L Minimum Quality: 80 

C;\Database\PMW_TOX2.L 

PK# RT Library/ID CAS# Qual 


3.89 C:\Database\NIST05a.L 

Imidazo [2 , l~b] thiazole; 2^3,5,6-tet 014769'-73“4 97 
Imidazo[2,1-b]thiazolC; 2,3,5,6-tet 014769-73-4 97 
Imidazo[2,1-b]thiazolS; 2,3^5,6-tet 006649-23-6 97 


Abundance Average of 3.644 to 4.066 min.: 761207.D\dafa.ms (-) 



Abundance #59449: lfnjdazo(2,1-blthiazofe, 2,3.6,6“tetfahydro*6'phenyl-, (S)- 

j 14 a 2(jJ4 



761207.D Tue Jan 31 11:34:20 2012 Page 2 


Folk OIG PRR 019763 













Area Percent / Library Search Report 


Information from Data File; 

File Name ; P;\Q4~2010\SYSTEM7\12_16_10\761207.D 

Operator : KAC 

Date Acquired : 16 Dec 201Q 12:38 

Sample Name : 

Submitted by ; ASD 
Vial Number ; 7 

AcquisitionMe th r DRUGS.M 
Integrator r RTE 


Search Libraries: C:\Database\SLI.L Minimum Quality; 80 

C:\Database\NIST05a.L Minimum Quality; 80 

C : \Database\PMW__TOX2 , L 

PK# RT Library/ID CAS# Qual 


2 4.72 C:\Database\SLl.L 

COCAINE 000050-36-2 99 



761207.D Tue Jan 31 11:34:20 2012 


Page 3 


Folk_OIG PRR 019764 












Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F: \Q4-2010\SYSTEM7\12__16__10\761208 ,D 
KAC 

16 Dec 2010 12:50 


ASD 

8 

DRUGS.M 
RTE 


Abundance TfC: 761208.D\data.ms 

aooooooj 

2000000 


1000000 


0 


3.886 




Time-> 2.00 2.50 3.00 3.50 4.00 4.50 5.00 5.50 6.00 


R 7 nn 7 






Ret. Time 

Area 

Area % 

Ratio % 

3,886 

366456 

10,39 

11,59 

4 '. 712 

3162014 

89,61 

100,00 


761208.D Tue Jan 31 11:34:25 2012 


Page 1 


Folk OIG PRR 019765 






Area Percent / Library Search Report 


Information from Data File: 

File Name : F:\Q4-2010\SYSTEM7\12__16_10\761208.D 

Operator : KAC 

Date Acquired : 16 Dec 2010 12:50 

Sample Name : 

Submitted by : ASD 
Vial Number : 8 

AcquisitionMeth: DRUGS.M 
Integrator : RTF 


Search Libraries; C:\Database\SLI.L Minimum Quality: 80 

C:\Database\NISTOSa.L Minimum Quality: 80 

C: \Database\PMVI_TOX2 , L 

PK# RT Library/ID CAS# Qual 


1 3.89 C:\Database\NIST05a,L 

Imidazo[2,1-b]thiazole, 2,3,5,6-tet 014769-73-4 98 
Imidazo[2,1-b]thiazole, 2,3,5,6-tet 006649-23-6 97 
Imidazo[2,1-b]thiazole, 2,3,5,6-tet 006649-23-6 97 


Abundance Average of 3.849 to 3.997 min.: 761208.O\data.nis {-) 

I Us 



m/z-> 20 40 60 80 120 140 160_ ]B0 20.0 220 240 260 280 



761208.D Tue Jan 31 11:34:25 2012 Page 2 


Folk_OIG_PRR_019766 












Area Percent / Library Search Report 


Information from Data File: 

File Name : F : \Q4™2010\SySTEM7\12_16__10\761208 . D 

Operator : KAC 

Date Acquired : 16 Dec 2010 1 2:50 

Sample Name : 

Submitted by : ASD 
Vial Number : 8 

AcquisitionMeth: DRUGS 
Integrator : RTE 


Search Libraries: C;\Database\SLI.L Minimum Quality: 80 

C:\Database\NIST05a.L Minimum Quality: 80 

C: \Database\PMW__TOX2 .L 

PK# RT Library/ID CAS# Qual 


2 4,71 C:\Database\SLI.L 

COCAINE 000050-36-2 99 


Abundance Average of 4,649 to 4.866 min,: 761208.D\data.ms (-) 

I 8;2 182 

I ! ! 



761208.D Tue Jan 31 11:34:26 2012 Page 3 


Folk OIG PRR 019767 










Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F: \Q4-2010\SYSTEM7\12__16_10\761209 .D 
KAC 

16 Dec 2010 13 ; 03 



Abundance 

4000000 



TIC: 761209.D\data,ms 


"r 'l —r" | " T~ T ' T 'i 


I I ! ! r r"T“i 


‘j-r-r-m-r- 


~r 


Time-^> 2,00 2.50 3.00 3.50 4.00 4.50 6.00 5.50 6.00 6.50 7.00 7.50 6.00 8.60 9.00 9.60 


Ret. Time 

Area 

Area % 

Ratio % 

3.886 

644159 

12.51 

14.30 

4.717 

4505206 

87.49 

100.00 


761209.D 


Tue Jan 31 11:34:30 2012 


Page 1 


Folk OIG PRR 019768 








Area Percent / Library Search Report 


Information from Data File: 

File Name : F:\Q4-2010\SYSTEM7\12__16__10\761209.D 

Operator : KAC 

Date Acquired : 16 Dec 2010 13:03 

Sample Name : 

Submitted by : ASD 
Vial Number : 9 

AcquisitionMeth: DRUGS.M 
Integrator : RTE 


Search Libraries: C:\Database\SLI.L Minimum Quality: 80 

C;\Database\NIST05a,L Minimum Quality: 80 

C:\Database\PMW_TOX2.L 

PK# RT Library/ID CAS# Qual 


3.89 C:\Database\NIST05a.L 

Imidazo [2, l“b] thiazole, 2,3,5,6-tet 014769-73-'4 99 
Imidazo[2,1-b]thiazole, 2,3^5^6-tet 006649-23-6 97 
Imidazo[2,1-b]thiazole, 2,3,5,6-tet 014769-73-4 97 


Abundance Average of 3.854 io 4.087 min.: 761209.D\data.ms (-) 

I 



Abundance #59447: imldazo[2,1-b]lhiazolep 2,3,6,6-tetraliydfO‘6«phenyK (S)- 



761209,D Tue Jan 31 11:34:31 2012 Page 2 


Folk OIG PRR 019769 







Area Percent / Library Search Report 


Information from Data File: 

Pile Name : F:\Q4-2010\SYSTEM7\12_16_10\761209.D 

Operator : KAC 

Date Acquired : 16 Dec 2010 13:03 

Sample Name : 

Submitted by : ASD 
Vial Number : 9 

AcquisitionMeth: DRUGS.M 
Integrator : RTS 


Search Libraries: C:\Database\SLI.L Minimum Quality: 80 

C:\Database\NIST05a,L Minimum Quality: 80 

C:\Database\PMW_TOX2.L 

PK# RT Library/ID CAS# Qual 


2 4.72 C:\Database\SLl.L 

COCAINE 000050-36-2 99 


Abundance Average of 4.659 to 4.B71 min.: 761209.D\data.ms (-) 



m/z-> 40 60 80 100 120 140 160 1J^_^0_ 220 240 260 280 300 .._.320 


Abundance #29: COCAINE 



761209.D Tue Jan 31 11:34:32 2012 Page 3 
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Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q4-2010\SYSTSM7\12_16_10\761210.D 

KAC 

16 Dec 2010 13:16 

10 

DRUGS.M 
RTE 


Abundance 

4000000 

3000000 

2000000 

1000000 


0 


3.886 


TfC: 761210.D\data.ms 


4. 


18 






-p 


Time-’> 2.00 2.50 3.00 3.60 4.00 4.50 6.00 5.50 6.00 6.50 7.00 7.50 8.00 8.50 9.00 9.50 


Ret. Time 

Area 

Area % 

Ratio % 

3 . 886 

617766 

10.78 

12.08 

4.718 

5112747 

89,22 

100.00 


761210.D Tue Jan 31 11:34:36 2012 Page 1 


Folk OIG PRR 019771 





Area Percent / Library Search Report 


Information from Data File; 

File Name : F:\Q4-2010\SYSTEM7\12_16_10\761210 

Operator : KAC 

Date Acquired : 16 Dec 2010 13:16 

Sample Name ; 

Submitted by : ASD 

Vial Number ; 10 

AcquisitionMeth: DRUGS.M 
Integrator ; RTE 


Search Libraries: C:\Database\SLl.L Minimum Quality: 80 

C:\Database\NIST05a.L Minimum Quality: 80 

C:\Database\PMW_TOX2.L 

PK# RT Library/ID CAS# Qual 


1 3,89 C:\Database\NIST05a,L 

Imidazo[2;1-b]thiazole, 2,3,5;6“tet 014769-73-4 99 
Imidazo[2,1-b]thiazole, 2,3,5,6-tet 006649-23-6 97 
Imidazo [2,1-b] thiazole, 2,3,S,6-tet 006649--23“6 97 



Abundance #59447: lmidazo[2h-bjlhiazo!e, 2,3p5,6'telrahydro*6-phenyK (S)- 



761210,D Tue Jan 31 11:34:37 2012 Page 2 


Folk OIG PRR 019772 











Area Percent / Library Search Report 


Information from Data File: 

File Name : F : \Q4-2010\SYSTEM7\12_16__10\761210 , D 

Operator : KAC 

Date Acquired : 16 Dec 2010 13:16 

Sample Name : 

Submitted by : ASD 
Vial Number : 10 

AcquisitionMeth: DRUGS,M 
Integrator : RTS 


Search Libraries: C:\Database\SLl.L Minimum Quality: 80 

C:\Database\NIST05a.L Minimum Quality: 80 

C:\Database\PMW_TOX2.L 

PK# RT Library/ID CAS# Qual 


2 4.72 C:\Database\SLI,L 

COCAINE 000050-36-2 99 


Abundance Average of 4.659 to 4.818 min,: 761210.D\data.ms (-) 



761210.D Tue Jan 31 11:34:37 2012 Page 3 


Folk OIG PRR 019773 











Area Percent / Library Search Report 


Information from Data File: 

File Name : F:\Q4-2010\SYSTEM7\12_16_10\761211.D 

Operator : KAC 

Date Acquired : 16 Dec 201Q 13:28 

Sample Name : 

Submitted by : ASD 
Vial Number : 11 

AcquisitionMeth: DRUGS,M 
Integrator : RTE 


Abundance 

5000000^ 

40000001 


3000000 



Ret. Time 

Area 

Area % 

Ratio % 

3,886 

754049 

11.80 

13.38 

4.717 

5635142 

88.20 

100.00 


TIC; 761211.D\da|a.ms 

4.717 


761211,D Tue Jan 31 11;34;43 2012 Page 1 


Folk OIG_PRR_019774 





Area Percent / Library Search Report 


Information from Data File: 

File Name : P:\Q4-2010\SYSTEM7\l2_16__10\761211.D 

Operator r KAC 

Date Acquired : 16 Dec 2010 13:28 

Sample Name : 

Submitted by ; ASD 
Vial Number : 11 

AcquisitionMeth; DRUGS.M 
Integrator : RTE 


Search Libraries: C:\Database\SLI*L Minimum Quality: 80 

C:\Database\NIST05a.L Minimum Quality: 80 

C:\Datafoase\PMWTOX2.L 

PK# RT Library/ID CAS# Qual 


1 3.89 C:\Database\NIST05a.L 

Imidazo[2,l"b]thiazole, 2,3,5,6“tet 014769-73-4 99 
Imidazo[2,1-b]thiazole/ 2^3^5,6-tet 014769-73-4 98 
Imidazo[2,1-b]thiazole, 2,3,5,6-tet 006649-23-6 97 


Abundance Average of 3,849 to 4,008 min.: 761211 D\data.ms (-) 



m/z-> 20 40 60 80 100 120 140_160_ 1B0 200 220 .240._..260 280 


Abundance #59447: lmrdazot2,1-b]thiazole, 2,3,5,64etratiydfo*6'phenyK (S)- 



761211.D Tue Jan 31 11:34:43 2012 Page 2 


Folk OIG PRR 019775 











Area Percent / Library Search Report 


Information from Data File; 

File Name : F:\Q4-2010\SYSTEM7\12_16_10\761211.D 

Operator : KAC 

Date Acquired : 16 Dec 2010 13:28 

Sample Name ; 

Submitted by : ASD 
Vial Number : 11 

AcquisitionMeth: DRUGS.M 
Integrator : RTE 


Search Libraries: C:\Database\SLI.L Minimum Quality: 80 

C;\Database\NIST05a.L Minimum Quality; 80 

C;\Database\PMW_TOX2.L 

PK# RT Library/ID CAS# Qual 


2 4.72 C:\Database\SLI.L 

COCAINE 000050-36-2 99 


Abundance Average of 4.659 to 4.860 min.: 761211.0\data.ms (-) 



rn/2^->> 40 60 80 100 120 140 160 180 200 220 240 260 28 0 _300 



761211.D Tue Jan 31 11:34:44 2012 


Page 3 


Folk OIG_PRR_019776 









Area Percent / Library Search Report 


Information from Data File: 

File Name 

F:\Q4-2010\SYSTEM7\12 16 10\761212.D 

Operator 

KAC 

Bate Acquired 

16 Dec 2010 13:41 

Sample Name 

BLANK 

Submitted by 

ASD 

Vial Number 

1 

AcquisitionMeth 

DRUGS,M 

Integrator 

RTE 


Abundance TIC: 761212.D\data.fns 



Ret. Time 


Area Area % Ratio % 


INTEGRATED PEAKS**^ 


761212.D Tue Jan 31 11:34:48 2012 


Page l 


Folk OIG PRR 019777 





Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


P: \Q4-2010\SYSTEM7\12__16_10\761213 .D 
KAC 

16 Dec 2010 13:53 


ASD 

13 

DRUGS 

RTE 


M 


Abundance 


40000001 


3000000 


2000000 


1000000 


0 


TIC: 761213.D\dala.ms 


4.718 


3,886 


. 


rp 


"p 


” 1 ^ 


Time-> 2,00 2.50 3.00 3.50 4.00 4.50 5.00 5.50 6.00 6,50 7.00 7.60 8.00 8.50 9.00 9.50 


Ret. Time 

Area 

Area % 

Ratio % 

3.886 

684844 

12.19 

13.88 

4,718 

4934771 

87.81 

100.00 


761213.D Tue Jan 31 11:34:54 2012 


Page 1 


Folk OIG PRR 019778 






Area Percent / Library Search Report 


Infox‘mation from Data File: 

File Name : F:\Q4-2010\SYSTEM7\12_16_10\761213.D 

Operator : KAC 

Date Acquired ; 16 Dec 2010 13:53 

Sample Name ; 

Submitted by ; ASD 
Vial Number : 13 

AcquisitionMeth; DRUGS.M 
Integrator : RTE 


Search Libraries: C:\Database\SLI.L 

C:\Database\NlST05a.L 
C:\Database\PMW_TOX2.L 

PK# RT Library/ID 


3*89 C:\Database\NlST05a.L 

Imidazo[2,1-b]thiazole, 2,3,5,6-tet 014769-73-4 99 
Imidazo[2^l-b]thiazole^ 2,3^5f6-tet 014769-73-4 97 
Imidazo[2r1-b]thiazoler 2,3,5j6-tet 006649-23-6 97 


CAS# Qual 


Minimum Quality: 80 
Minimum Quality: 80 




761213.D Tue Jan 31 11:34:55 2012 Page 2 


Folk OIG PRR 019779 










Area Percent / Library Search Report 


Information from Data File: 


File Name ; 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator ; 


F:\Q4-2010\SYSTEM7\12_16_10\761213 

KAC 

16 Dec 2010 13:53 


13 

DRUGS.M 
RTE 


Search Libraries: C:\Database\SLI.L Minimum Quality: 80 

C:\Database\NIST05a.L Minimum Quality: 80 

C:\Database\PMW T0X2,L 


PK# RT Library/ID 


CAS# Qual 


4,72 C:\Database\SLI* L 
COCAINE 


000050-36-2 


99 


Atundaace 

80 

60 

40 

20 


42 


a? 


I ,55 68 

40 


Average of 4,669 to 4,823 min.: 761213.0\dafa.ms (■') 
182 


94 


105 


lllu. 


122 


135 II 

. V I , , 4 -VT-rWHil 


198 


272 


! 208 222 243 261 i 288 

T - T r r“ |---- 


60 80 100 120 140 160 180 200 220 240 280 


303 

300 


Abundance 

80 

60 

40 

20 


42 


a2 


,55 68 

[ L i Vi . li j ii,, 


94 


fn/ 2 -> 


40 


60 




105 


#29: COCAINE 


182 


122 


135 


198 


214 


244 259 


272 


303 


, 1 1 I j I :i | .,.. 

80 100 120 140 160 180 200 220 240 260 280 300 


761213,D Tue Jan 31 11:34:55 2012 


Page 3 


Folk OIG PRR 019780 











Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F: \Q4-2010\SYSTEM7\12__16__10\761214 ,D 
KAC 

16 Dec 2010 14:06 


ASD 

14 

DRUGS.M 
RTE 


Abundance 


TIC; 761214,D\dala.m$ 

6000000 

4/ 

'18 

4000000 

3000000 

2000000 

1000000 

3.886 

I 



Time-> 2.00 2.50 3.00 3.50 4,00 4.50 5.00 5,60, _6.g0 6,50 7.00 7.60 _B.bo 8.60 9,00 9.50 


Ret. Time 

Area 

Area % 

Ratio % 

3.886 

768154 

12.26 

13.98 

4.718 

5494902 

87.74 

100.00 


761214.D 


Tue Jan 31 11:35:00 2012 


Page 1 


Folk OIG PRR 019781 





Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q4-2010\SYSTEM7\12_16__10\761214 ,D 
KAC 

16 Dec 2010 14:06 


ASD 

14 

DRUGS,M 
RTE 


Search Libraries: C:\Database\SLI.L Minimum Quality: 80 

C:\Database\NIST05a.L Minimum Quality: 80 

C: \Database\PMW__T0X2 . L 

PK# RT Library/ID CAS# Qual 


1 3,89 C;\Database\NIST05a.L 

Imida2o[2,l“b3thiazole, 2;3,5,6~tet 014769-73-4 99 
Imidazo[2,l-b]thiazole, 2,3,S,6-tet 006649-23-6 97 
Imidazo[2,l-b]thiazole, 2,3,5,6-tet 014769-73^4 97 


A}) un dance 

80 

60 

40 

20 

0 - 

m/z-> 20 40 ..__6p 80 100 120 140.160_180 200 220 240 260 260 



51 


41| 


Average of 3.844 to 4.045 min.; 761214.D\data.ms (-) 
148 


204 


73 




63 

I 


101 


121 


89 


11U 




168 

T-r—pr 


176 


187 


245 


281 


761214.D Tue Jan 31 11:35:00 2012 Page 2 


Folk OIG PRR 019782 










Area Percent / Library Search Report 


Information from Data File; 


File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by ; 
Vial Number : 
AcquisitionMeth: 
Integrator : 


F: \Q4-2010\SYSTBM7\12__16__10\761214 .D 
KAC 

16 Dec 2010 14:06 


ASD 

14 

DRUGS,M 
RTE 


Search Libraries: C:\Database\SLI,L Minimum Quality; 80 

C;\Database\NIST05a.L Minimum Quality; 80 

C: \Database\ PMW__T0X2 . L 


PK# RT Library/ID 


CAS# Qual 


4.72 C:\Database\SLl.L 
COCAINE 


000050-36-2 


99 


Abundance 

801 
60! 
40 

20 


8^ 


Average of 4.676 lo 4.882 min.: 761214.DVdafa.iTis H 
182 


42 

i55 66 

III Jfli (ill, il 


94 


105 


122 
‘ 135 


198 


272 


303 


^341 

40 60 80 100 120 140 160 180 200 220 240 260 280 300 320 340 


ill Li. J, '*36 ’ir (i! j 209 223 245 259 ] 289 I, 

I I T i I ' I ' l I r; ( j I^ I i i i | < s ( > ^ 1 r [ '? i 


Abundance 

80 

60 

40 

20 


a2 


42 

I 55 68 

!h Jjiii il 


#29: COCAINE 


182 


94 


105 


122 


136 ^52 166 


198 

L I, 214 


244 259 


272 


303 


m/z-> 40 60 80 100 120 140 160 180 200 220 240 260 280 300 


320 340 


761214.D Tue Jan 31 11:35:01 2012 


Page 3 


Folk OIG PRR 019783 










Area Percent / Library Search Report 


Information from Data File; 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q4-2010\SYSTEM7\12_16_10\761215.D 

KAC 

16 Dec 2010 14;19 


ASD 

15 

DRUGS * M 
RTE 


Abundance 


TfC; 761215.0\data.ms 




4 : 

^28 


6000000 





4000000 





2000000 

3.886 

I 




0’ 

L^rT“r“rr-T”'T"T"T' T l "V I T 'I'I T I f T ! i i i 

1 ! < 1 

^ . M 1 1 . . 

-T-! T r 7 r^T'r“r7'"i--v-T-T-T--i--vn'-T-T--rn--r-T-T--r-r-T-T-T'r-3“r i rri r t 


Time-> 2.00 2.50 3.00 3.50 4.00 4.50 5,00 5,50 6.00 3.50 7.00 7.50 8.00 8.50 9.00 9.50 


Ret. Time 

Area 

Area % 

Ratio % 

3.886 

1449305 

12.44 

14.21 

4.728 

10200992 

87,56 

100.00 


761215.D 


Tue Jan 31 11:35:05 2012 


Page l 


Folk OIG PRR 019784 





Area Percent / Library Search Report 


Information from Data File; 

File Name : F;\Q4-2010\SYSTEM7\12_16_10\761215.D 

Operator : KAC 

Date Acquired ; 16 Dec 2010 14:19 

Sample Name ; 

Submitted by ; ASD 
Vial Number : 15 

AcquisitionMeth; DRUGS.M 
Integrator ; RTE 


Search Libraries: C:\Database\SLI.L Minimum Quality: 80 

C:\Database\NIST05a.L Minimum Quality: 80 

C: \Database\PMV7_TOX2 , L 

PK# RT Library/ID CAS# Qual 


1 3.89 C:\Database\NIST05a.L 

Imidazo[2,1-b]thiazole, 2,3,5,6-tet 014769-73-4 98 
Imidazo[2,1-b]thiazole, 2,3,5,6-tet 014769-73-4 98 
Imidazo[2,1-b]thiazole, 2;3,5,6-tet 006649-23-6 97 


Abundance Average of 3,844 to 4.156 min.: 761215.D\data.ms (-) 



Abundance #59449: lmidazo[2,1-bjtfijazole, 2,3,5,6-tetrahydro-6-pli8nyJ-, (S)- 



76I2I5.D Tue Jan 31 11:35:06 2012 Page 2 


Folk OIG_PRR_019785 












Area Percent / Library Search Report 


Information from Data File: 

File Name : F: \Q4-2010\SYSTEM7\12__16_10\761215 

Operator : KAC 

Date Acquired ; 16 Dec 2010 14:19 

Sample Name : 

Submitted by : ASD 
Vial Number : 15 

AcquisitionMeth: DRUGS,M 
Integrator : RTE 


Search Libraries: C;\Database\SLI,L Minimum Quality: 80 

C:\Database\NIST05a,L Minimum Quality: 80 

C;\Database\PMW_TOX2.L 

PK# RT Library/ID CAS# Qual 


2 4.73 C:\Database\SLI,L 

COCAINE 000050-36-2 99 


Abundance Average of 4.675 to 4.882 min.: 761215.D\dala,ms {-) 



761215.D Tue Jan 31 11:35:07 2012 Page 3 


Folk OIG PRR 019786 











Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F: \Q4-2010\SYSTEM7\12_16__10\761216 ,D 
KAC 

16 Dec 2010 14:31 


ASD 

16 

DRUGS,M 
RTF 


Abundance 

6000000 

4000000 

2000000 


0 M < ' ^ M ' ' ^ M I ' 

Tjme”> 2.00 2.60 3.00 


TfC; 761216.D\data.m$ 

4.723 


3.886 


^ I j t I r V ~T' y ~ r ~T~T-T-- p -i- n" T- T - jn - n --T-T- y -7- n --T-T- j - r -T-T-T-|-- r - r - r - T ~‘' j '-r-T’’’T’’'f''i i i | i t i j i i i t 

3.50 4.00 4.50 5.00 5.50 6.00 6.50 7.00 7.50 8.00 8.60 9,00 9.50 


Ret. Time 

Area 

Area % 

Ratio % 

3.886 

1173544 

12.40 

14.16 

4.723 

8287068 

87.60 

100.00 


761216.D 


Tue Jan 31 11:35:11 2012 


Page 1 


Folk OIG PRR 019787 






Area Percent / Library Search Report 


Information from Data Pile; 

File Name : F:\Q4-2010\SYSTEM7\12_16_10\761216.D 

Operator : KAC 

Date Acquired ; 16DeG2010 14:31 

Sample Name ; 

Submitted by ; ASD 
Vial Number ; 16 

AcquisitionMeth; DRUGS,M 
Integrator : RTE 


Search Libraries; C:\Database\SLI.L Minimum Quality; 80 

C:\Database\NIST05a,L Minimum Quality: 80 

C;\Database\PMW_TOX2.L 

PK# RT Library/ID CAStt Qual 


1 3.89 C;\Database\NIST05a.L 


Imidazo 

[2,1-b]thiazole, 

2,3;5,6“tet 

014769-73-4 

98 

Imidazo 

[2,l“b]thiazole. 

2,3,5,6-tet 

006649-23™6 

97 

Imidazo 

[ 2 , l-b]thiazole, 

2,3,5,6“tet 

014769-73-4 

97 


Abundance Average of 3.844 to 4.024 min.: 761216.0\data.ms (-) 

148 

801 


204 



m/z.-> 20 40 60 „„..8,0_,^ 100 120 140 _J_60_180 200 220_240 260 280 


Abundance #59447: !mjda2o[2,1-b]lhjazole, 2,3,5,6-tetrahydf0'6-ph8nyl-. (S)- 



761216.D Tue Jan 31 11:35:12 2012 Page 2 


Folk OIG PRR 019788 













Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


P:\Q4-2010\SYSTEM7\12_16_10\761216.D 
KAC 

16 Dec 2010 14:31 


ASD 

16 

DRUGS.M 
RTE 


Search Libraries: C:\Database\SLI.L Minimum Quality: 80 

C:\Database\NIST05a.L Minimum Quality: 80 

C;\Database\PMW_TOX2.L 


PK# RT Library/ID 


CAS# Qual 


2 4,72 C:\Database\SLI.L 

COCAINE 


000050-36-2 99 


Abundance 

80 

60 

40 

20 

0 


m/Z"-> 40 

Abundance 

80 

60 

40 

20 




42 


,55 68 


“T 

60 


Average of 4,665 to 4.860 min,: 7612t6.D\data.ms {-i 
182 


94 


105 


122 


„I !i| 


135 


152 166 


80 


8^ 


r 

100 120 


198 


303 


208 222 


272 

242 258 ! 284 

140 160 180 200220_240 260 280 300 

#29: COCAINE 


182 


94 


42 


dd 68 


105 


122 




40 


60 


80 




135 


198 

I. 214 


244 259 


272 


T“ 




303 


100 120 140 160 180 200 220 240 260 280 300 


761216.D Tue Jan 31 11:35:13 2012 


Page 3 


Folk OIG PRR 019789 









Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q4-2010\SYSTEM7\12_16_10\761217.D 

KAC 

16 Dec 2010 14:44 


ASD 

17 

DRUGS.M 
RTF 


Abundance 


5000000 


4000000 


3000000 


2000000 


1000000 

3.886 

I 

0 

. , ^ 1 - r |-| 1 1 1 M ! 1 1 TVY \ ^f-r 1 


TIC: 761217.D\dala.ms 


4. 


Time-> 2.00 2.50 3,00 3.60 4.00 




17 




”p 




5.00 5.60 6.00 6.60 7.00 7.60 8.00 8.50 9.00 9.50 


Ret. Time 

Area 

Area % 

Ratio % 

3.886 

1067700 

13,22 

15,23 

4,717 

7009541 

86.78 

100,00 


761217.D Tue Jan 31 11:35:17 2012 Page 1 


Folk OIG PRR 019790 





Area Percent / Library Search Report 


Information from Data File: 

File Name : F:\Q4-2010\SYSTEM7\12_16_10\761217,D 

Operator : KAC 

Date Acquired : 16 Dec 2010 14:44 

Sample Name : 

Submitted by : ASD 
Vial Number : 17 

AcquisitionMeth: DRUGS,M 
Integrator : RTE 


Search Libraries: C:\Database\SLI.L 

C:\Database\NIST05a.L 
C:\Database\PMW_TOX2,L 

PK# RT Library/ID CAS# Qual 


Minimum Quality: 80 
Minimum Quality: 80 


3.89 C:\Database\NIST05a,L 

Imidazo[2,l-b]thiazole, 
Imidazo[2,l-b]thiazole, 
Imidazo[2,l-b]thiazole, 


2,3,5,6-tet 014769-73-4 99 

2,3,5,6-tet 006649-23-6 97 

2,3,5,6-tet 014769-73-4 97 


Abundance Average of 3.854 to 4.045 min.: 761217.D\data.ms (-) 

148 

80 


204 



Abundance #59447: !mjdazo[2,1"b]thiazo[e, 2,3,5,64etrahydro-6-phenyl-, (S)- 



761217.D 


Tue Jan 31 11:35:18 2012 


Page 2 


Folk_OIG PRR 019791 









Area Percent / Library Search Report 


Information from 

Data File: 


File Name : 

P; \Q4-2010\SYSTEM7\12 16 

10\761217.D 

Operator : 

KAC 


Date Acquired : 

16 Dec 2010 14:44 


Sample Name ; 



Submitted by : 

ASD 


Vial Number ; 

17 


AcquisitionMeth: 

DRUGS .M 


Integrator 

RTE 


Search Libraries 

: C:\Database\SLI.L 

Minimum Quality: 80 


C:\Database\NIST05a.L 

Minimum Quality: 80 


C:\Database\PMW TOX2.L 


PK# RT Library/ID 

CAS# Qual 


2 4,72 C:\Database\SLI.L 

COCAINE 000050-36-2 99 


Abundance Average of 4.659 io 4.844 min.: 761217.D\cfata.ms (-) 




761217,D Tue Jan 31 11:35:18 2012 


Page 3 


Folk_OIG_PRR 019792 











Area Percent / Library Search Report 


Information from Data File: 

File Name 

F:\Q4-2010\SYSTEM7\12 16 10\761219.D 

Operator 

KAC 

Date Acquired 

16 Dec 2010 15:09 

Sample Name 

BLANK 

Submitted by 


Vial Number 

1 

AcquisitionMeth 

DRUGS.M 

Integrator 

RTE 

Abundance 

TIC: 7612iao\data.ms 



Ret. Time 


Area Area % Ratio % 


***N0 INTEGRATED PEAKS*** 


761219.D Tue Jan 31 11:35:25 2012 


Page 1 


Folk OIG PRR 019793 







Area Percent / Library Search Report 


Information from 
Pile Name i 
Operator : 
Date Acquired ; 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth; 
Integrator : 


Data File: 

F: \Q4-2010\SYSTEM7\12__16_10\761220 .D 
KAC 

16 Dec 2010 15:22 

COCAINE STD 

20 

DRUGS . M 
RTE 


Abundance 


1000000 


TIC: 761220.O\data.ms 


600000 


Time‘-> 2.00 2.50 3.00 


-T-r-prx 

3.60 


-p 




07 


4.00 4.50 6,00 


I r"| ~T' j ' T ~ r ~ y T~T~ T 

5.60 6.00 


prrxT-yrn 

6.60 7,00 


1-r-p-r 

7.60 


8.00 8.50 9.00 9.50 


Ret. Time 

Area 

Area % 

Ratio % 

4.707 

1318255 

100.00 

100.00 


761220.D Tue Jan 31 11:35:29 2012 


Page 1 


Folk_OIG_PRR_019794 







Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth j 
Integrator : 


Data File: 

F: \Q4-2010\SySTEM7\l2_16_10\761220.D 
KAC 

16 Dec 2010 15:22 

COCAINE STD 

20 

DRUGS , M 
RTE 


Search Libraries: C:\Database\SLI.L Minimum Quality: 80 

C:\Database\NIST05a,L Minimum Quality: 80 

C: \Database\PMW___TOX2 .L 


PK# RT Library/ID 


CAS# Qual 


4.71 C:\Database\SLI,L 
COCAINE 


000050-36-2 


99 


Abundance 

80 

60 

40 

20 

0 




Average of 4.670 to 4.807 min.: 761220.D\dala.ms {-) 
182 


I 42 

l ; 

I : |55 67 

L. i liil rk,- 


94 


hi 


105 


122 

, I 140 

_ . i 


198 


208 222 


272 

244 259 I 282 


303 


m/2--> 40 60 80 100 J20 140 160 _ 180 200.220 240 _ _260 280.. 

Abundance #29: COCAINE 


300 


m/ 2 -> 



761220,D Tue Jan 31 11:35:30 2012 Page 2 


Folk OIG PRR 019795 














Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q4-2010\SYSTEN7\12_16_10\761221.D 

KAC 

16 Dec 2010 15:35 

BLANK 
ASD 
1 

DRUGS,M 
RTE 


Abundance TfC: 761221.D\data.ms 



Ret. Time 


Area Area % Ratio % 


***N0 INTEGRATED PEAKS^** 


761221.D Tue Jan 31 11:35:35 2012 


Page 1 


Folk_OIG_PRR_019796 






Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F;\Q4-2010\SYSTEM7\12_16_10\761222,D 
KAC 

16 Dec 2010 15:47 


ASD 

22 

DRUGS,M 
RTE 


Abundance 

60000001 


4000000; 

3000000{ 

2000000i 
1000000 
0 


TIC: 761222.D\data.ms 


17 


3.886 

I 

^ M ^ t < ^ } i -r- r T-y- TT - i [ i i 


T" 


t ' ''' M * ''' M ' ' ‘ ' 


Time-> 2,00 2.50 3.00 3.60 4.00 4.50 5,00 5.50 6.00 6.50 7.00 7.50 8.00 8.50 _9,00 9.50 


Ret. Time 

Area 

Area % 

Ratio % 

3.886 

692373 

10.63 

11,90 

4.717 

5820268 

89.37 

100,00 


761222.D Tue Jan 31 11:35:39 2012 Page 1 


Folk OIG PRR 019797 




Area Percent / Library Search Report 


Information from Data File: 

File Name : F:\Q4-2010\SYSTEM7\12_16__10\761222.D 

Operator : KAC 

Date Acquired ; ^^De^20^0 15:47 

Sample Name ; 

Submitted by : ASD 
Vial Number : 22 

AcquisitionMeth; DRUGS.M 
Integrator ; RTE 


Search Libraries: C:\Database\SLI.L Minimum Quality: 80 

C;\Database\NIST05a.L Minimum Quality: 80 

C:\Database\PMW_TOX2,L 


PK# 

RT 

Library/ID 


CAS# 

Qual 

1 

3.89 

C:\Database\NIST05a.L 






Imidazo [2, 1-b]thiazole, 

2^3,5, 6-tet 

014769-73-4 

99 



Imidazo[2;1-b]thiazole^ 

2,3;5;6-tet 

014769-73-4 

97 



Imidazo[2;1-b]thiazole, 

2 f3,S ,6 -tet 

006649-23-6 

97 


Abundance Average of 3.854 to 4.061 min.: 761222.D\data,ms (-) 



Abundance #59447:"lm!dazo[2,hblthiazole, 2,3,6,6-telfahydro-6-phenyl-, (S)- 



761222.D Tue Jan 31 11:35:39 2012 Page 2 


Folk OIG PRR 019798 










Area Percent / Library Search Report 


Information from Data Filer 

File Name : F:\Q4-2010\SYSTEM7\12_16_10\761222.D 

Operator : KAC 

Date Acquired ; 16 Dec 2010 15:47 

Sample Name ; 

Submitted by : ASD 
Vial Number : 22 

AcquisitionMeth: DRUGS.M 
Integrator ; RTE 


Search Libraries: C:\Database\SLl.L Minimum Quality; 80 

C:\Database\NIST05a,L Minimum Quality: 80 

C:\Database\PMW_TOX2.L 

PK# RT Library/ID CAS# Qual 


2 4,72 C;\Database\SLl,L 

COCAINE 000050-36-2 99 


Abundance Average of 4.675 lo 4.839 min.: 761222.D\dala.ms (-) 
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Page 3 


Folk OIG_PRR_019799 
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Area Percent / Library Search Report 


Information from Data File: 

File Name : F ; \Q4-2010\SYSTEM7\12__16__10\761223 . D 

Operator : KAC 

Date Acquired : 16 Dec 2010 16:00 

Sample Name : 

Submitted by : ASD 

Vial Number : 23 

AcquisitionMeth: DRUGS.M 
Integrator : RTE 


Search Libraries: C;\Database\SLI.L Minimum Quality: 80 

C:\Database\NIST05a.L Minimum Quality: 80 

C:\Database\PMW_TOX2.L 


PK# 

RT 

Library/ID 


CAS# 

Qual 

1 

3 . 89 

C:\Database\NlST05a.L 






Imidazo [2j 1-b]thiazole. 

2,3,5,6-tet 

014769-73-4 

99 



Imidazo[2 , 1-b]thiazole, 

2,3,5,6“tet 

014769-73-4 

98 



Imidazo[2,1-b]thiazole, 

2,3,5,6-tet 

006649-23-6 

97 



761223.D Tue Jan 31 11:35:45 2012 Page 2 


Folk OIG PRR 019801 










Area Percent / Library Search Report 


Information from Data File: 

File Name ; F: \Q4“2010\SYSTEM7\12__16_10\761223 . D 

Operator : KAC 

Date Acquired : 16 Dec 2010 16:00 

Sample Name : 

Submitted by : ASD 
Vial Number : 23 

AcquisitionMeth: DRUGS.M 
Integrator : RTE 


Search Libraries; C:\Database\SLI.L Minimum Quality: 80 

C:\Database\NIST05a.L Minimum Quality: 80 

C:\Database\PMW_TOX2.L 

PK# RT Library/ID CAS# Qual 


2 4.72 C;\Database\SLI.L 

COCAINE 000050-36-2 99 


Abundance Average of 4.670 to 4.866 min.: 761223.D\data.ms (-) 



761223.D Tue Jan 31 11:35:46 2012 Page 3 


Folk OIG_PRR_019802 








Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q4-2010\SYSTEM7\12_16_10\761224.D 
KAC 

16 Dec 2010 16:12 


ASD 

24 

DRUGS.M 
RTF 


Abundance 


TIC; 761224.D\daia.ms 



Ret, Time 

Area 

Area % 

Ratio % 

3 - 886 

880797 

12.17 

13.85 

4.717 

6357343 

87.83 

100.00 


761224.D Tue Jan 31 11:35:50 2012 


Page 1 


Folk OIG PRR 019803 





Area Percent / Library Search Report 


Information from Data File: 

File Name : F:\Q4-2010\SYSTEM7\12_16_10\761224.D 

Operator : KAC 

Date Acquired : 16 :12 

Sample Name ; 

Submitted by : ASD 

Vial Number : 24 

AcquisitionMeth: DRUGS ,M 
Integrator : RTS 


Search Libraries: C:\Database\SLI.L Minimum Quality: 80 

C:\Database\NIST05a.L Minimum Quality: 80 

C:\Database\PMW_TOX2.L 

PK|| RT Library/ID CAS# Qual 


1 3.89 C:\Database\NIST05a.L 

Imidazo[2,1-b]thiazole, 2,3,5,6-tet 014769-73-4 99 
Imidazo[2,1-b]thiazole, 2,3,5,6-tet 014769-73-4 97 
Imidazo[2,1-b]thiazole, 2,3,5,6-tet 006649-23-6 97 


Abuncfance Average of 3.844 to 4.066 min,: 761224,D\data.ms (-) 



Abundance #59447: imrc}azot2.1-b]thiazole, 2,3,6,64etratiydrO‘6-ph8nyl-, (S)- 



761224.D Tue Jan 31 11:35:51 2012 Page 2 
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Area Percent / Library Search Report 


Information from Data File: 

Pile Name r P; \Q4-2010\SYSTEM7\12__16__10\761224 .D 

Operator : KAC 

Date Acquired : 16 Dec 2010 16:12 

Sample Name : 

Submitted by : ASD 
Vial Number : 24 

AcquisitionMeth; DRUGS,M 
Integrator : RTE 


Search Libraries: C;\Database\SLI,L Minimum Quality: 80 

C:\Database\NIST05a,L Minimum Quality: 80 

C:\Database\PMW_TOX2,L 

PK# RT Library/ID CAS# Qual 


2 4*72 C:\Database\SLl.L 

COCAINE 000050-36-2 99 


Abundance Average of 4.676 io 4.860 min.: 761224.D\data.ms (-) 
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Area Percent / Library Search Report 


Information from Data File: 

File Name : F:\Q4-2010\SYSTEM7\12_16_10\761225,D 

Operator : KAC 

Date Acquired : 16 Dec 2Q1Q 16:25 

Sample Name : 

Submitted by : ASD 
Vial Number ; 25 

AcquisitionMeth; DRUGS.M 
Integrator : RTE 


Abundance 

6000000 

4000000 

3000000; 


2000000 


1000000 

n 


3.886 

j 



U 

T]me‘-> ; 

2.00 

2.50 3.00 3.50 4.00 4.60 

5.00 dko 6.00 

■T'T'yr"7"r'T'i"T"i"T'T'yT"r'T'T'yT“r'T'T'y“r‘r‘r‘T“pr‘T"T"T“prT"T"T" 

6.50 7.00 7.50 8.00 8.50 9.00 9.50 

Ret. Ti 

.me 

Area 

Area % 

Ratio % 

3.886 

4,718 


974435 

6847635 

? 12.46 

5 87.54 

14.23 

100.00 


TIC: 761225,D\data,ms 

4.tl8 


761225.D Tue Jan 31 11:35;56 2012 Page 1 
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Area Percent / Library Search Report 


Information from Data File: 

File Name ; F : \Q4-:2010\SYSTEM7\12__16__10\761225 . D 

Operator : KAC 

Date Acquired : 16 Dec 2010 16:25 

Sample Name : 

Submitted by : ASD 
Vial Number : 25 

AcquisitionMeth: DRUGS.M 
Integrator : RTE 


Search Libraries; C:\Database\SLI,L Minimum Quality: 80 

C;\Database\NlST05a.L Minimum Quality; 80 

C:\Database\PMW_TOX2.L 

PK# RT Library/ID CAS# Qual 


3.89 C:\Database\NISTOSa.L 

Imidazo[2,l~b]thiazole, 2,3,5,6-tet 014769-73-4 98 

. Imidazo[2,1-b]thiazole, 2,3,5,6-tet 014769-73-4 97 

Imidazo[2^1-b]thiazole, 2,3^5,6-tet 006649-23-6 97 


Abundance Average of 3.854 to 4.061 min.: 761225.D\data.ms {») 
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Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMe t h 
Integrator 


F:\Q4-2010\SYSTEM7\12_16_10\761225.D 

KAC 

16 Dec 2010 16:25 



Search Libraries: C:\Database\SLI.L Minimum Quality: 80 

C:\Database\NIST05a,L Minimum Quality; 80 

C:\Database\PMW_T0X2.L 


PK# RT Library/ID 


CAS# Qual 


4,72 C:\Database\SLl,L 
COCAINE 


000050-36-2 


99 


Atundance 

80 
60 

40 

20i 

j55 68 

m/z-?* 40 60 


8^ 


Average of 4.670 to 4.829 mm.: 761225.D\clata.nns {-) 
182 


42 

i 


94 


106 


122 

I 135 ^52 166 

k T-- r4V- r-T' V i j 


Abundance 

80 

60 

40 

20 

O' 


80 100 120 




198 

M'' ' ' 1’^* ‘ ' ' 

J4p 160 1_8p_. 200 

#29: COCAINE 

182 


214 230 242 259 

-- 


272 
I 282 


303 


f M 

220 240 260 280 300 


94 





1C 

)5 

42 


i 

1 


55 68 

|l 


il 1 


il-. J.iJ.'ii j!,, .i 

I i T i' T'"- 

Jjjj 


u 



fn/z--> 


40 


'*22 

I ,j3g 152 166 


198 


60 80 100 120 140 160 180 


214 


-I—riT-- 

200 220 


244 269 


272 


240 260 280 


303 

I, 

- , - T-r- 

300 
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Area Percent / Library Search Report 


Information from Data File: 

File Name : F:\Q4-2010\SYSTEM7\12_16_10\761226.D 

Operator : KAC 

Date Acquired : 16 Dec 2010 16:38 

Sample Name : 

Submitted by : ASD 
Vial Number : 26 

AcquisitionMeth; DRUGS.M 
Integrator : RTE 


Abun<iance 

6000000 

i 

4000000 

2000000 

0 L I r f |-[-yT- 

Time-> 2,00 2.50 


TIC; 761226.D\dala.ms 

4.|23 



3.00 3.50 4,00 4.50 6.00 6-50 6,00 6,60 7,00 7.50 8.00 8.50 9,00 9.60 


Ret, Time 

Area 

Area % 

Ratio % 

3.886 

1178873 

11.91 

13.52 

4.723 

8720125 

88,09 

100,00 


761226,D Tue Jan 31 11:36:02 2012 Page 1 
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Area Percent / Library Search Report 


Information from Data File: 

File Name : F:\Q4~2010\SYSTEM7\12_16_10\761226.D 

Operator : KAC 

Date Acquired ; 16Dec201^^16 : 38 

Sample Name 

Submitted by : ASD 

Vial Number : 26 

AcquisitionMeth: DRUGS .M 

Integrator r RTE 


Search Libraries: C:\Database\SLI.L Minimum Quality: 80 

Cr\Database\NIST05a.L Minimum Quality; 80 

C; \Database\PMVJ_T0X2 . L 

PK# RT Library/ID CAS# Qual 


1 3.89 C:\Database\NIST05a.L 

Imidazo [2, l™b] thiazole, 2,3,5,6-tet 014769“’73~4 98 
Imidazo[2,l~b]thiazole, 2,3,5,6-tet 014769-73-4 98 
Imidazo[2,1-b]thiazole, 2,3,5,6-tet 014769-73-4 97 


Abundance Average of 3.849 to 4.061 min.: 761226,D\dafa.ms (-) 


148 



Abundance #59447: lm]dazo[2,1-b]fhjazo(e, 2,3.5,64etrahydfo*6-ph8nyl, (S)- 
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Area Percent / Library Search Report 


Information from Data Pile: 

Pile Name : P:\Q4-2010\SySTEM7\l2_16_10\761226*D 

Operator : KAC 

Date Acquired : 16 Dec 20X0 16:38 

Sample Name : 

Submitted by : ASD 
Vial Number : 26 

AcquisitionMeth: DRUGS .M 
Integrator : RTE 


Search Libraries: C:\Database\SLI,L Minimum Quality: 80 

C:\Database\NIST05a.L Minimum Quality; 80 

C: \Database\PMW__T0X2 , L 

PK# RT Library/ID CAS# Qual 


2 4,72 C:\Database\SLI.L 

COCAINE 000050-36-2 99 


Abundance Average of 4,664 lo 4.682 mlr>.; 761226,D\dala.ms ( ) 

i ^ 182 



m/z-> 40 60 80 100 120 140 16 0 jaO 200 220.240.260 280 300 320 340 

Abundance #20: COCAINE 
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Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by ; 
Vial Number : 
AcquisitionMeth j 
Integrator : 


Data File: 

F: \Q4-2010\SYSTEM7\12__16_10\761227 .D 
KAC 

16 Dec 2010 16:50 

BLANK 
ASD 
1 

DRUGS.M 
RTE 


Abundance TiC: 761227.D\data.nis 



Ret. Time 


Area Area % Ratio % 


***N0 INTEGRATED PEAKS'*** 


761227.D Tue Jan 31 11:36:07 2012 
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Area Percent / Library Search Report 


Information from Data Pile: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F; \Q4-2010\SYSTEM7\12__16_10\761228 
KAC 

16 Dec 2010 17:03 


ASD 

28 

DRUGS.M 
RTE 


Abundance 


4. 


TIC: 76122e.D\data.ms 
'23 


6000000 

4000000 


2000000 


3,686 


T[rTje-*> 


0 


^ ]-T-i I > ] 1 ) I I j ) I I I I •r'TT'^^ j t ) ^ I I r T~!'~T'~ < ' " I f i i | i i i t j i T T T j i i i i | , ■■r-- r -i - |r-T "T-r ‘' r | > t i h 

2.00 2,60 3,00 3.50 4,00 4.60 5.0p__5,50 6.00 6.50 7.00 7.50 8.0 0 8.50 9.00 9,50 


Ret. Time 

Area 

Area % 

Ratio % 

3.886 

1260547 

12.26 

13.97 

4.723 

9020787 

87.74 

100.00 


761228.D Tue Jan 31 11:36:13 2012 Page 1 
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Area Percent / Library Search Report 


Information from Data File: 

File Name : P: \Q4-2010\SYSTEM7\12_16__10\761228 .D 

Operator : KAC 

Date Acquired : 16De^20^0 17:03 

Sample Name : 

Submitted by : ASD 

Vial Number : 28 

AcquisitionMeth: DRUGS.M 
Integrator : RTE 


Search Libraries: C:\Database\SLI.L Minimum Quality: 80 

C:\Database\NIST05a.L Minimum Quality: 80 

C;\Database\PMW_T0X2.L 

PK# RT Library/ID CAS# Qual 


1 3.89 C:\Database\NIST05a.L 

Imidazot2,1-b]thiazole, 2,3;5,6-tet 014769-73-4 99 
Imidazo[2,1-b]thiazole, 2,3,5,6-tet 014769-73-4 98 
Imidazo[2,1-b] thiazole, 2,3,5,6'-tet 006649-23-6 97 


Abundance Average of 3,844 to 4.056 min.: 761228.0\data.ms (*•) 




761228.D Tue Jan 31 11:36:13 2012 Page 2 
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Area Percent / Library Search Report 


Information from Data File; 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
Ac quisitionMe th 
Integrator 


F;\Q4-2010\SYSTEM7\12_16_10\761228.D 
KAC 

16 Dec 2010 17:03 


ASD 
28 

DRUGS.M 
RTE 


Search Libraries: C:\Database\SLI.L Minimum Quality; 80 

C:\Database\NIST05a,L Minimum Quality: 80 

C;\Database\PMW_TOX2.L 


PK# RT Library/ID 


CAS# Qual 


4,72 C:\Database\SLI,L 

COCAINE 


000050-36-2 


99 


Abundance 


Average of 4.665 to 4.839 min.: 761228,0\dat8,ms (-) 
182 


m/z-> 40 

Abundance 


m/z-> 40 



I I 

300 


761228 .D 


Tue Jan 31 11:36:14 2012 


Page 3 


Folk OIG PRR_019815 









Area Percent / Library Search Report 


Information from Data File: 

File Name : F:\Q4-2010\SYSTEM7\12_16_10\761229,D 

Operator : KAC 

Date Acquired ; 16 Dec 2010 17:15 

Sample Name 
Submitted by 
vial Number : 29 

AcquisitionMeth: DRUGS.M 
Integrator : RTE 



Abundance 

! 

6000000I 

4000000 

2000000 

0 


TIC: 761229.D\<Jata.ms 



Tinie-> 2.00 2,50 3.00 3.50 4.00 4,50 5,00 5.50 6.00 6.50 7.00 7.50 8.00 6.50 9,00 9.60 


Ret. Time 

Area 

Area % 

Ratio % 

3.886 

1152362 

12.36 

14.11 

4 .723 

8168720 

87.64 

100.00 


761229.D Tue Jan 31 11:36:18 2012 Page 1 



I 


Folk OIG PRR_019816 






Area Percent / Library Search Report 


Information from Data Pile: 

File Name : P:\Q4-2010\SYSTEM7\12_16_10\761229.D 

Operator : KAC 

Date Acquired : 16Dec201^^17 :15 

Sample Name : 

Submitted by ; ASD 
Vial Number : 29 

AcquisitionMeth: DRUGS.M 
Integrator : RTE 


Search Libraries: C:\Database\SLI.L Minimum Quality: 80 

C:\Database\NIST05a.L Minimum Quality: 80 

C:\Database\PMW_TOX2.L 

PK# RT Library/ID CAS# Qual 


3.89 C:\Database\NIST05a.L 

Imidazo[2,1-b)thiazole, 2,3,5,6-tet 014769-73-4 99 
Imidazo[2,1-b]thiazole, 2,3,5,6-tet 014769-73-4 98 
Imidazo[2,1-b]thiazole, 2,3,5,6-tet 006649-23-6 97 


Abundance Average of 3.833 lo 4.082 min.: 761229.0\d8ta.ms {-) 

I 1^8 



Abundance #59447; lmidazo[2,1-bjthiazQle, 2,3,5,6-tetfahydro-6-phenyj-, (S)- 



761229.D Tue Jan 31 11:36:19 2012 Page 2 


Folk OIG PRR 019817 













Abundance Average of 4.665 to 4.860 mfn.: 761229.D\dala.ms (-) 



rrVz-> 40 60 80 100 120 140 160 180 200 220 240 260 280 300 


761229.D Tue Jan 31 11:36:20 2012 Page 3 
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Area Percent / Library Search Report 


Information from Data File: 

File Name : F:\Q4-2010\SYSTEM7\12_16_10\761230.D 

Operator : KAC 

Date Acquired : 16 Dec 2010 17:28 

Sample Name : 

Submitted by : ASD 
Vial Number : 30 

AcquisitionMeth: DRUGS.M 
Integrator : RTE 


Abundance 

6000000 



T!me-> 2.00 2,50 3.00 3.50 4.00 4.50 5.00 5,50 6.00 6,50 7.00 7.50 6.00 8.50 9.00 9.50 


Ret. Time 

Area 

Area % 

Ratio % 

3.886 

1214258 

12.28 

14.00 

4,723 

8672038 

87,72 

100.00 


761230.D Tue Jan 31 11:36:26 2012 Page 1 


TIC: 761230.D\data.ms 

4.123 


Folk OIG_PRR_019819 




Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F: \Q4-2010\SYSTEM7\12_16__10\761230 ,D 
KAC 

16 Dec 2010 17:28 



Search Libraries: C:\Database\SLI.L Minimum Quality: 80 

C:\Database\NIST05a.L Minimum Quality: 80 

C: \ Database\PMW__TOX2 . L 


PK# RT Library/ID 


CAS# Oual 


3 *89 C:\Database\NIST05a,L 

Imidazo[2,1-b]thiazole, 2,3,5,6-tet 014769-73-4 99 
Imida2o[2,1-b]thiazole, 2,3,5,6-tet 014769-73-4 98 
Imidazo[2,1-b]thiazole, 2,3,5,6-tet 006649-23-6 97 


Abundance 

80 
60 
40 

20 

0 i-i -r-j-v 

m/^-> 20 

Abundance 

80 

60 

40 

20 

0 


Average of 3,844 to 4.082 min,: 761230.D\data.ms (-) 
148 


204 


73 


101 121 


51 


411 


63 


kjtlnhj 


40 60 


89 




80 




,31 


176 

159 j 187 


•"i-j-T-r-i.r-fVp ( . I I r-T"p 


245 


T” 


281 

-r-j-TT 


100 120 140 160 180 200 220 240 260 280 


#59447: Jmida?o[2,hbjthiazole, 2,3,5.6-tetrahydro-6-phenyl-, (S)- 

148 204 


73 


51 


28 39 


63 


101 


89 


m/z-> 




121 


20 


40 


60 


r 

80 




100 


J31 


Jii 


176 

158 ,1 189 . 

I J i t I -p fj i p ^ vr- i-yT 

120 140 160 180 200 220 240 260 280 


761230.D Tue Jan 31 11:36:26 2012 
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Area Percent / Library Search Report 


Information from Data File: 

File Name : F:\Q4-2010\SYSTEM7\12_16__10\761230.D 

Operator : KAC 

Date Acquired ; 16 Dec 2010 17:28 

Sample Name ; 

Submitted by ; ASD 
Vial Number : 30 

AcquisitionMeth: DRUGS.M 
Integrator RTS 


Search Libraries: C;\Database\SLI.L Minimum Quality; 80 

C:\Database\NIST05a.L Minimum Quality; 80 

C: \Database\PMV^_T0X2 . L 

PK# RT Library/ID CAS# Qual 


2 4.72 C:\Database\SLI.L 

COCAINE 000050-36-2 99 


Abundance Average of 4.659 to 4.882 min.: 761230.D\dala.ms (-) 

82 1^2 

80] 


60 




Folk OIG PRR_019821 











Area Percent / Library Search Report 


Information from Data File: 

File Name ; F:\Q4-2010\SYSTEM7\12__16_10\761231.D 

Operator : KAC 

Date Acquired : 16 Dec 2010 17:41 

Sample Name : 

Submitted by : ASD 
Vial Number : 31 

AcquisitionMeth: DRUGS,M 
Integrator : RTE 


Abundance 


TiC; 76123tD\dala.ms 



Time-> 2.00 2.50 3.00 3.60 4.00 4,50 5.00 5,50 6. QQ 6.50 7.00 7.50 8.00 8.50 9.00 9,50 


Ret. Time 

Area 

Area % 

Ratio % 

3.886 

1186337 

13.41 

15.49 

4.723 

7659730 

86.59 

100.00 


761231.D Tue Jan 31 11:36:31 2012 Page 1 


Folk OIG PRR 019822 





Area Percent / Library Search Report 


Information from Data File: 

File Name : F:\Q4-2010\SYSTEM7\12_16_10\761231.D 

Operator : KAC 

Date Acquired : 16 Dec 20X0 17:41 

Sample Name : 

Submitted by : ASD 
Vial Number : 31 

AcquisitionMeth: DRUGS,M 
Integrator ; RTE 


Search Libraries: C;\Database\SLI,L Minimum Quality: 80 

C:\Database\NIST05a.L Minimum Quality: 80 

C:\Database\PMW_TOX2.L 

PKII RT Library/ID CAS# Qual 


1 3.89 C:\Database\NIST05a.L 

Imidazo[2,l”b]thiazole; 2,3,5,6-tet 014769-73-4 99 
Imidazo[2,l"b]thiazole, 2,3,5,6-tet 014769-73-4 98 
Imidazo[2,l"b]thiazole, 2,3,5,6-tet 006649-23-6 97 


Abundance Average of 3.539 to 4,066 min.: 761231.D\data.ms (-) 



Abundance #69447: lmidazo(2,1*b]thlazo!e. 2,3,6,64elfahydro-6-phenyt«. (S)- 



m/z-> 20 40 60 80 100 12D 140 160 180 .200 220 240 260 280 


761231.D Tue Jan 31 11:36:32 2012 


Page 2 


Folk_OIG PRR 019823 










Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q4-2010\SYSTEM7\12_16_10\761231.D 

KAC 

16 Dec 2010 17:41 


ASD 

31 

DRUGS.M 
RTE 


Search Libraries: C:\Database\SLI,L Minimum Quality; 80 

C;\Database\NIST05a,L Minimum Quality: 80 

C:\Database\PMW_TOX2.L 


RT Library/ID 


CAS# Qual 


4.72 C:\Database\SLI.L 
COCAINE 


000050-36-2 


99 


Abundance 


80 


60 

40 

20 


8^ 


42 


|55 68 


04^ 
rn/Z“> 40 

Abundance 


80 

60 

40 

20 

0 




Average of 4.675 to 4,877 min,; 761231.D\data.ms {-) 
182 


94 


105 


122 


60 


80 


8^ 


l:IiY 

100 


140 


120 


“T 




“T 


42 

j ,55 68 

LlLjJ4lH-n4vJ 


140 160 180 

#29: COCAINE 

182 


I 272 

; I 209 223 243 258 ! 288 

- r'T ^ '| I ' * M ^ T""' \ ' ' ' * I ' I -T-T- 

200 220 240 260 280 


303 


300 


94 


105 




40 


60 


■-[-Y 

80 100 


122 


135 166 

' [ I i d '-*! ^ I ‘-r--T--T--' 


198 


T“T~i—rY“ 


214 


244 259 

I I 1 -- r -T-- r ^ T-T 1 f 1 


272 


303 




120 140 160 180 200 220 240 260 280 300 


761231,D 


Tue Jan 31 11:36:33 2012 


Page 3 


Folk OIG_PRR_019824 











Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F: \Q4-2010\SYSTEM7\12_16__10\761232 ,D 
KAC 

16 Dec 2010 17:53 


ASD 

32 

DRUGS,M 
RTE 


Abundance 

6000000] 


4.t23 


TfC; 761232.D\data.ms 


4000000 


2000000 


3.886 


U | -|"'r r- i v j - r- -r 

Time"> 2.00 2.50 

3.00 3.60 4.00 4.60 5.00 

^ ' M rrr-r-f-i-T 

5.50 6.00 

~T~T'T'"i''T'T~T"|"T~T~T"ryT~T"r~r~]"T~T~T"T"]n 1 1 [ j ! i 1 1 

6.50 7.00 7.50 8.00 8.50 9.00 9.50 

Ret. Time 

Area 

Area % 

Ratio % 

3.886 

1089421 

12.60 

14.42 

4.723 

7554651 

87.40 

100.00 


761232.D 


Tue Jan 31 11:36:39 2012 


Page l 


Folk OIG PRR 019825 



Area Percent / Library Search Report 


Information from Data File; 

File Name : F:\Q4-2010\SYSTEM7\12__16__10\761232.D 

Operator : KAC 

Date Acquired : 16 Dec 2010 17:53 

Sample Name : 

Submitted by : ASD 
Vial Number ; 32 

AcquisitionMeth: DRUGS *M 
Integrator : RTE 


Search Libraries; C:\Database\SLI<L Minimum Quality: 80 

C;\Database\NIST05a,L Minimum Quality; 80 

C:\Database\PMW_TOX2,L 

PK« RT Library/ID CAS# Qual 


1 3.89 Cr\Database\NIST05a,L 

Imidazo[2,1-b]thiazole, 2,3,5,6-tet 014769-73-4 98 
Imidazo[2,l“b]thiazole, 2,3,5,6-tet 014769-73-4 98 
Imida2o[2,1-b]thiazole, 2,3,5,6-tet 006649-23-6 97 


Abundance Average of 3.849 to 4.040 min.: 761232.D\data.ms (-) 



Abundance #59447: imidazopj-bjlhiazole, 2^3,5,6-tetrahydfo-6-phenyi-, (S)- 

148 204 

80 j 



761232.D Tue Jan 31 11:36:40 2012 Page 2 


Folk_OIG PRR 019826 













Area Percent / Library Search Report 


Information from Data Filet 

File Name : F:\Q4-2010\SYSTEN7\12_16__10\761232.D 

Operator : KAC 

Date Acquired : 16 Dec 2010 17:53 

Sample Name t 

Submitted by : ASD 

Vial Number : 32 

AcquisitionMeth: DRUGS.M 

Integrator : RTE 


Search Libraries: C:\Database\SLI.L Minimum Quality: 80 

C;\Database\NIST05a.L Minimum Quality: 80 

C: \Database\ PMW__TOX2 . L 

PK# RT Library/ID CAS# Qual 


2 4,72 C:\Database\SLI,L 

COCAINE 000050 - 36-2 99 


AbuncJance Average of 4.670 lo 4,882 min.: 761232,0\data.ms (-) 



761232,D Tue Jan 31 11:36:40 2012 Page 3 


Folk OIG PRR 019827 











Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by ; 
Vial Number : 
AcquisitionMeth: 
Integrator ; 


Data File: 

F;\Q4-2010\SYSTEM7\12_16_10\761234,D 
KAC 

16 Dec 2010 18:18 

BLANK 

1 

DRUGS . M 
RTE 


Abundance TIC: 761234.D\dala.ms 



Ret * Time 


Area Area % Ratio % 


INTEGRATED PEAKS*** 


761234,D Tue Jan 31 11:37:00 2012 


Page 1 


Folk OIG PRR 019828 







Area Percent / Library Search Report 


Information from Data File: 

File Name : F : \Q4-2010\SYSTEM7\12__16__10\761235 . D 

Operator ; KAC 

Date Acquired : 16 Dec 2010 18:31 

Sample Name : COCAINE STD 

Submitted by ; 

Vial Number : 35 

AcquisitionMeth; DRUGS ,M 
Integrator : RTE 


Abundance TIC: 761235.D\data.ms 

4-|07 

1000000 


500000 


0 

Time"> 2.00 2,60 3,00 3.50 4,00 4.60 5.00 5.50 6.00 6.50 7.00 7.50 8.00 8.50 9.00 9.50 


Ret. Time 

Area 

Area % 

Ratio % 

4,707 

1185118 

100.00 

100.00 


761235,D Tue Jan 31 11:37:05 2012 Page 1 


Folk OIG PRR 019829 






Area Percent / Library Search Report 


Information from Data File: 


File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by ; 
Vial Number : 
AcquisitionMeth: 
Integrator ; 

F:\Q4~2010\SYSTEM7\12 16 
KAC 

16 Dec 2010 18:31 

COCAINE STD 

35 

DRUGS , M 

RTE 

10\761235.D 


Search Libraries 

: C:\Database\SLI.L 

Minimum 

Quality: 80 


C:\Database\NIST05a.L 

Minimum 

Quality: 80 


C; \Database\PMl'J__TOX2 .L 



PK« RT 

Library/ID 

CAS# 

Qua! 


1 4.71 C:\Database\SLI.L 

COCAINE 000050-36-2 99 


Abundance Average of 4.665 to 4.802 min.; 761235.0\dala.ms (-) 



Abundance #29: COCAINE 



761235.D Tue Jan 31 11:37:05 2012 Page 2 


Folk OIG PRR_019830 

















Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Data File: 

F: \Q4-2010\SYSTEM7\12__16_10\761236 .D 
KAC 

16 Dec 2010 18:44 

BLANK 
ASD 
1 

DRUGS * M 
RTE 



T!me‘-> 2.00 2,50 3.00 3.60 4,00 4,50 6,00 6.50 „6_.q0 6,50 7,00 7.50 8,00 _ 8.50 0.00 0,5p_. 


Ret, Time 


Area Area % Ratio % 


^**NO INTEGRATED PEAKS 


761236 .D 


Tue Jan 31 11:37:10 2012 


Page 1 


Folk OIG PRR 019831 






Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F: \Q4-2010\SYSTEM7\12__16__10\761237 .D 
KAC 

16 Dec 2010 18:56 


ASD 

37 

DRUGS.M 
RTE 




16 


TfC; 761237.D\data.ms 


^ 000000 - 

3000000 

2000000 

1000000 

0''-V--T-l-!-T7p-T 

Time-> 2.00 2.50 


3.886 

x-T-pr-T--T-r j-T-- r - rl ^-|--rT-r^^ | » i a i j i i ^ i j t i i r pi-x-T-i-'-r r"rT’^-^-T-T--^-ryT--r-r-r-]--T--r-r-rY^^^ ] i i i h 

3.00 3.50 4.00 4.50 5,00 5.50 6,00 6.50 7.0_0_7.5p 8.00 8.50 _9.M 9,50 


Ret, Time 

Area 

Area % 

Ratio % 

3.886 

680401 

11.44 

12.92 

4,718 

5264630 

88.56 

100,00 


761237,D 


Tue Jan 31 11:37:17 2012 


Page l 


Folk OIG PRR 019832 





Area Percent / Library Search Report 


Information from Data File: 

File Name : F:\Q4--2010\SYSTEM7\12_16_10\76123 7.D 

Operator : KAC 

Date Acquired : 16 Dec 2010 18:56 

Sample Name : 

Submitted by : ASD 
Vial Number : 37 

AcquisitionMeth: DRUGS.M 
Integrator t RTE 


Search Libraries: C:\Database\SLl.L Minimum Quality: 80 

C;\Database\NIST05a.L Minimum Quality: 80 

C: \Database\PMVJ_TOX2 , L 

PK# RT Library/ID CAS# Qual 


1 3.89 C:\Database\NIST05a,L 

Imidazo [2,1-b] thiazole, 2^3,5,6-’tet 014769-73-4 99 
Imidazo[2,l“b]thiazole, 2,3;5,6-tet 006649-23-6 97 
Imidazo [2,1-b] thiazole, 2,3,5,6“‘tet 006649-23-6 97 


Abundance Average of 3.839 to 4.045 min.: 761237.0\data.ms {-) 



Abundance #59447: lmicJazo[2,1-b]thia2ole, 2,3,6,61etrahydfo-6-phenyf, (S)- 



761237.D Tue Jan 31 11:37:17 2012 Page 2 


Folk OIG_PRR_019833 






Area Percent / Library Search Report 


Information from Data File: 

File Name : F:\Q4-2010\SYSTEM7\l2_16_10\761237,D 

Operator ; KAC 

Date Acquired : 16 Dec 2010 18:56 

Sample Name : 

Submitted by : ASD 
Vial Number : 37 

AcquisitionMeth: DRUGS*M 
Integrator : RTE 


Search Libraries: C:\Database\SLI,L Minimum Quality: 80 

C:\Database\NIST05a.L Minimum Quality: 80 

C; \Database\PMW__T0X2 , L 

PK# RT Library/ID CAS# Qual 


2 4,72 C:\batabase\SLl.L 

COCAINE 000050-36-2 99 


Abundance Average of 4.675 to 4.834 min.: 761237.D\data.ms {-) 



761237,D Tue Jan 31 11:37:18 2012 Page 3 


Folk OIG PRR 019834 









Area Percent / Library Search Report 


Information from Data Filer 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q4-2010\SySTEM7\l2_16_10\761238.D 

KAC 

16 Dec 2010 19r09 


ASD 
38 

DRUGS.M 
RTE 


Abundance 

eoQooool 

4000000 

3000000 

2000000 

1O00Q0O 

0 


3.886 


T” 


T 


T!me*-> 2,00 2.50 3.00 


3.50 




TIC: 761238.D\<jala.ms 


4.717 


4.00 4.50 5.00 6.60 6.00 6.50 7.00 


r-|~i 


-r-rj-T-T-T-T-pr-r-^i I ' ' ' > M ' 

7.50 6.00 8,50 9.00 


9.50 


Ret. Time 

Area 

Area % 

Ratio % 

3.886 

807037 

11.66 

13.20 

4.717 

6116174 

88.34 

100.00 


761238.D Tue Jan 31 11:37:24 2012 


Page 1 


Folk OIG PRR 019835 






Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q4-2010\SYSTEM7\12_16_10\761238.D 

KAC 

16 Dec 2010 19:09 


38 

DRUGS.M 
RTE 


Search Libraries: C:\Database\SLI*L Minimum Quality: 80 

C;\Database\NIST05a.L Minimum Quality: 80 

C:\Database\PMW_T0X2.L 


PK# RT 

Library/ID 


CAS# 

Qual 

1 3,89 

C:\Database\NIST05a,L 





Imidazo[2yl-b]thiazole, 

2,3,5,6-tet 

014769-73-4 

99 


Imidazo[2 ^l-b]thiazole, 

2,3,5,6-tet 

014769-73-4 

98 


Imidazo [2, l-b]thiazole, 

2,3,5,6-tet 

006649-23-6 

97 




761238.D Tue Jan 31 11:37:24 2012 


Page 2 


Folk OIG PRR_019836 










Area Percent / Library Search Report 


Information from Data File: 

File Name : F:\Q4-2010\SYSTEM7\12_16_10\761238.D 

Operator : KAC 

Date Acquired : 16 Dec 2010 19:09 

Sample Name : 

Submitted by : ASD 
Vial Number : 38 

AcquisitionMeth: DRUGS,M 
Integrator : RTE 


Search Libraries: C;\Database\SLI.L Minimum Quality; 80 

C:\Database\NIST05a.L Minimum Quality: 80 

C:\Database\PMW_TOX2.L 

PK# RT Library/ID CAS# Qual 


2 4.72 C:\Database\SLI.L 

COCAINE 000050-36-2 99 


Abundance Average of 4.675 to 4.876 min.: 761238.D\data.ms (-) 



m/z--> 40 60 80 100 _J20_ 140 160 180 200 220 240 260 280 300 

Abundance #29: COCAINE 



761238.D Tue Jan 31 11:37:25 2012 


Page 3 


Folk OIG_PRR_019837 











Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F: \Q4~2010\SYSTEM7\12_16__10\761239 ,D 
KAC 

16 Dec 2010 19:21 


ASD 
39 

DRUGS,M 
RTE 


Abundance 

4000000 

3000000 

2000000 

1000000 


TfC: 761239.D\data,ms 


0 


4. 

^17 

3.886 

__I _. 



Tlme-> 2,00 2.50 3.00 3.50 4.00 4.50 5.00 6.50 6.00 6.50 7.00 7.50 8.00 8.60 9.00 9.50 


Ret. Time 

Area 

Area % 

Ratio % 

3,886 

638292 

11.84 

13.43 

4.717 

4753494 

88,16 

100.00 


761239.D Tue Jan 31 11:37:29 2012 


Page 1 


Folk OIG PRR 019838 





Area Percent / Library Search Report 


Information from Data File; 

File Name : F:\Q4~2010\SySTEM7\l2_16_10\761239.D 

Operator : KAC 

Date Acquired : ^^De^20^0 19; 21 

Sample Name : 

Submitted by : ASD 
Vial Number : 39 

AcquisitionMeth; DRUGS.M 
Integrator : RTE 


Search Libraries; C;\Database\SLI,L Minimum Quality; 80 

C:\Database\NIST05a.L Minimum Quality: 80 

C; \Database\PMW__TOX2 , L 

PK# RT Library/ID CAS# Qual 


1 3.89 C:\Database\NIST05a.L 

Imidazo [2,1-b} thiazole, 2;3,5,6'-tet 014769-73-4 99 
Imidazo[2,1-b] thiazole, 2,3,5,6-tet 014769''73-4 98 
Imidazo[2,l-b]thiazole, 2,3,5,6-tet 006649-23-6 97 


Abundance Average of 3.817 to 4.034 min.: 761239.b\data.ms (-) 

j 



Abundance #59447: imfdazo(2.1“blfhiazole, 2,3,5,6-tetrahydfo-6-pher>yi-, (Sj- 

i 14 ^ 204 


801 



761239.D Tue Jan 31 11:37:30 2012 Page 2 

Folk OIG PRR_019839 








Area Percent / Library Search Report 


Information from Data File: 


File Name 

F:\Q4-2010\SYSTEM7\12 16 

_10\761239,D 

Operator 

KAC 


Date Acquired 

16 Dec 2010 19:21 


Sample Name 



Submitted by 

ASD 


Vial Number 

39 


AcquisitionMeth 

DRUGS.M 


Integrator 

RTE 


Search Libraries 

3: C:\Database\SLI.L 

Minimum Quality; 80 


C:\Database\NIST05a,L 

Minimum Quality: 80 


C:\Database\PMW_TOX2.L 


PK# RT 

Library/ID 

CAS# Qual 


2 4.72 C:\Database\SLI.L 

COCAINE 000050-36-2 99 


Abundance Average of 4.670 to 4.855 min,: 761239.D\dala.ms (-} 



Abundance #29: COCAINE 



761239.D Tue Jan 31 11:37:31 2012 


Page 3 


Folk OIG PRR 019840 












Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q4-2 010\SYSTEM7\12_16__10\76124 0 .D 
KAC 

16 Dec 2010 19:34 



Abundance 

6000000 

4000000 


TIC: 761240.D\data.ms 

4-723 


2000000 


3.886 




2.00 2.50 


t It ^ | i ; t i j i i < i j i ; i rT-rT-T-r ]■-r~r"r'T-]-T-T-T-7-y-T-T-T--ry-T-T-T--ry-T-T--F--rj- t -i 

3.00 3.50 - 4.00 4.50 6.00 6.50 6.00 6.50 7.00 7,^^^ 8.00 8.50 9.00 9.50 


Ret. Time 

Area 

Area % 

Ratio % 

3.886 

1280959 

12.25 

13.96 

4.723 

9173996 

87,75 

100.00 


761240.D 


Tue Jan 31 11:37:36 2012 


Page 1 


Folk OIG PRR 019841 





Area Percent / Library Search Repor 


Information from Data File: 

File Name : F:\Q4-2010\SYSTEM7\12_16_10\761240.D 

Operator : KAC 

Date Acquired : 16 Dec 2010 19:34 

Sample Name : 

Submitted by : ASD 
Vial Number ; 40 

AcquisitionMeth: DRUGS,M 
Integrator : RTE 


Search Libraries: Cr\Database\SLI.L Minimum Quality: 80 

C:\Database\NIST05a,L Minimum Quality: 80 

C; \Database\PMW__TOX2 < L 

PK# RT Library/ID CAS# Qual 


1 3.89 C:\Database\NIST05a.I 


Imidazo[2,1-b]thiazole, 

2/3,5/ 

6-tet 

014769-73-4 

98 

Imidazo[2,1-b]thiazole, 

2,3,5, 

6-tet 

014769-73-4 

98 

Imidazo[2,1-b]thiazole, 

2,3/5/ 

6-tet 

006649-23-6 

97 









761240.D Tue Jan 31 11:37:36 2012 Page 2 

Folk OIG PRR_019842 















Area Percent / Library Search Report 


Information from Data File: 

File Name : F:\Q4-2010\SYSTEM7\12_16__10\76124 0.D 

Operator : KAC 

Date Acquired ; 16 Dec 2010 19:34 

Sample Name ; 

Submitted by : ASD 
Vial Number : 40 

AcquisitionMeth; DRUGS.M 
Integrator : RTE 


Search Libraries: C:\Datafoase\SLI.L Minimum Quality: 80 

C:\Database\NIST05a.L Minimum Quality: 80 

C:\Database\PMW_T0X2,L 

PK# RT Library/ID CAS# Qual 


2 4,72 C:\Database\SLI.L 

COCAINE 000050-36-2 99 


Abundance Average of 4.670 to 4,650 min,: 761240.D\data,ms (-) 



761240.D Tue Jan 31 11:37:37 2012 Page 3 


Folk OIG_PRR_019843 







Area Percent / Library Search Report 


Information from Data File; 

File Name : F:\Q4-2010\SYSTSM7\12_16_10\761241.D 

Operator : KAC 

Date Acquired : 16 Dec 2010 19:47 

Sample Name : 

Submitted by : ASD 
Vial Number : 41 

AcquisitionMeth: DRUGS.M 
Integrator : RTE 


Abundance TfC: 761241.D\ciata.ms 



Ret. Time 

Area 

Area % 

Ratio % 

3.886 

718806 

12.43 

14.19 

4.717 

5065705 

87.57 

100.00 


761241.D Tue Jan 31 11:37:41 2012 


Page 1 


Folk OIG_PRR_019844 






Area Percent / Library Search Report 


Information from Data File: 

File Name : F: \Q4"2010\SySTEM7\l2_16_10\76l241, D 

Operator : KAC 

Date Acquired : 16 Dec 2010 19:47 

Sample Name : jHHIHUHI 

Submitted by : ASD 

Vial Number : 41 

AcquisitionMeth: DRUGS.M 

Integrator : RTE 


Search Libraries: C:\Database\SLI,L Minimum Quality: 80 

C:\Database\NIST05a.L Minimum Quality; 80 

C: \Database\PMW__TOX2.L 

PK# RT Library/ID CASff Qual 


1 3.89 C;\Database\NIST05a,L 

Imidazo[2;1-b]thiazole, 2,3,5,6~tet 014769-73^4 99 
Imidazo[2,1-b]thiazole, 2,3,5,6-tet 014769-73-4 98 
Imidazo[2,1-b]thiazole, 2,3,5,6-tet 006649-23-6 97 


Abundance Average of 3.828 to 4.013 min.; 761241.D\dala.ms (-) 



Abundance #59447: (mida20(2.1-bj{h!a20te. 2,3,6,6-lelfahydfo-6*phenyi-, (S)* 



761241.D Tue Jan 31 11:37:42 2012 Page 2 


Folk_OIG_PRR 019845 














Area Percent / Library Search Report 


Information from Data File; 

File Name : F; \O4-2010\SYSTEM7\l2_16__10\761241 ,D 

operator : KAC 

Date Acquired : 16 Dec 2010 19:47 

Sample Name : 

Submitted by : ASD 
Vial Number : 41 

AcquisitionMeth: DRUGS -M 
Integrator : RTF 


Search Libraries: C:\Database\SLI.L Minimum Quality: 80 

C:\Database\NIST05a*L Minimum Quality: 80 

C: \Database\PMW__TOX2 , L 

PK# RT Library/ID CAS# Qual 


2 4.72 C:\Database\SLI.L 

COCAINE 000050-36-2 99 


Abundance Average of 4.675 to 4.866 min,: 761241.D\d3ta.ms (-) 




761241,D Tue Jan 31 11:37:43 2012 Page 3 


Folk_OIG PRR 019846 










Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Data File: 

F: \Q4-2 010\SYSTEM7\12_16__10\76124 2,D 
KAC 

16 Dec 2010 19:59 

BLANK 
ASD 
1 

DRUGS , M 
RTE 


Abundance TIC: 761242.D\daia.m$ 



Ret, Time 


Area Area % Ratio % 


***N0 INTEGRATED PEAKS*** 


761242.D Tue Jan 31 11:38:06 2012 


Page l 


Folk OIG PRR 019847 





Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q4-2010\SYSTEM7\12_16__10\761243 ,D 
KAC 

16 Dec 2010 20:12 


ASD 

43 

DRUGS .M 
RTE 


4000000 

3000000 

2000000 

1000000 

0 


TIC: 761243.D\data.fns 


4. 


3.886 
1 

r -* ,-r i T'T'XTr7--rTn--TT-i"V'i^}"i i i ; t i r 


18 


2.00 2.50 3.00 3.60 4,00 4.60 5.00 5.60 6,00 6.60 7.00 7.50 8.00 8.50 9.00 9.60 


Ret. Time 

Area 

Area % 

Ratio % 

3,886 

671194 

11.10 

12,48 

4.718 

5377151 

88.90 

100.00 


761243.D 


Tue Jan 31 11:38:10 2012 


Page l 


Folk OIG PRR 019848 


Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F: \Q4-2010\SYSTSM7\12__16__10\761243 ,D 
KAC 

16 Dec 2010 20:12 


ASD 

43 

DRUGS,M 
RTF 


Search Libraries: C:\Database\SLI.L Minimum Quality: 80 

C:\Database\NIST05a.L Minimum Quality; 80 

C: \Database\PMW__TOX2 . L 


PK# RT Library/ID 


CAS# Qual 


1 3,89 C;\Database\NIST05a-L 


Imidazo[2, 

l"b]thiazole. 

2,3,5,6 -tet 

014769-73-4 

99 

Imidazo[2, 

l-b]thiazole, 

2,3,5,6-tet 

006649-23-6 

97 

Imidazo[2, 

1-b]thiazole. 

2,3,5,6-tet 

014769-73-4 

97 



761243,D 


Tue Jan 31 11:38:11 2012 


Page 2 


Folk OIG PRR 019849 









Area Percent / Library Search Report 


Information from Data File: 

File Name : F : \Q4-2010\SYSTEM7\12_16__10\761243 , D 

Operator r KAC 

Date Acquired : 16 Dec 2010 20rl2 

Sample Name : 

Submitted by ; ASD 

Vial Number ; 43 

AcquisitionMeth; DRUGS,M 
Integrator : RTE 


Search Libraries: C:\Database\SLI.L Minimum Quality: 80 

C:\Database\NIST05a.L Minimum Quality: 80 

C:\Database\PMW_T0X2.L 

PK# RT Library/ID CAS# Qual 


2 4.72 C:\Database\SLI.L 

COCAINE 000050-36-2 99 


Abundance 

80 

60 

40 

20 

0 - 


Average of 4.670 lo 4.871 min.: 761243.D\data.ms {-) 



40 60 80 100 120 140 160 180 200 2_20 .240 260 280 300 320 



Abundance #29: COCAINE 

I 9 




300 320 340 


761243.D Tue Jan 31 11:38:11 2012 Page 3 


Folk OIG PRR 019850 










Area Percent / Library Search Report 


Information from Data File: 

Pile Name : F:\Q4"2010\SYSTEM7\12_16_10\761244,D 

KAC 

16 Dec 2010 20:24 


Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitlonMeth 
Integrator 


ASD 

44 

DRUGS,M 
RTE 


AbuncJance 

6000000 

4000000 

3000000 

2000000 

1000000 



TfC: 761244.D\data.ms 


U Tyr-'T-T" r j 'vj 

Time“> 2.00 2.50 

3.00 3.50^ 4.V 4.60 6.00 

5.50 6._00. 

j 1 11 1 , 1 11 1 , 1 ,, 1 ,1 1 , ,, ,11, 

6.50 7.00 7.50 8.00 8.50 9.00 9.60 

Ret. Time 

Area 

Area % 

Ratio % 

3.886 

793434 

12.07 

13.73 

4.717 

5777577 

87.93 

100.00 


761244.D 


Tue Jan 31 11:38:16 2012 


Page 1 


Folk OIG PRR 019851 





Area Percent / Library Search Report 


Information from Data File: 

File Name : F:\Q4-2010\SYSTEM7\12_16_10\761244.D 

Operator : KAC 

Date Acquired ; 16 Dec 2010 20:24 

Sample Name : 

Submitted by : ASD 
Vial Number : 44 

AcquisitionMeth: DRUGS.M 
Integrator : RTF 


Search Libraries: C:\Database\SLI.L Minimum Quality: 80 

C:\Database\NIST05a.L Minimum Quality: 80 

C:\Database\PMW_TOX2.L 

PK# RT Library/ID CAS# Qual 


1 3,89 C:\Database\NIST05a,L 

Imidazo[2,1-b]thia^ole, 2,3,5,6~tet 014769-73“4 99 
Imidazo [2,1-b] thiazole, 2,3,5, 6~tet 014769-'73"4 98 
Imidazo[2,l"b]thiazole, 2,3,5, 6~tet 006649“23“6 97 


Abundance Average of 3.817 to 4.040 min.: 761244.D\data,ms {-) 



761244,D Tue Jan 31 11:38:17 2012 Page 2 


Folk OIG_PRR_019852 











Area Percent / Library Search Report 


Information from Data File: 

File Name : F:\Q4-2010\SYSTEM7\12_16_10\761244.D 

Operator : KAC 

Date Acquired : 20:24 

Sample Name : 

Submitted by ; ASD 

Vial Number : 44 

AcquisitionMeth; DRUGS.M 
Integrator : RTE 


Search Libraries: C;\Database\SLI,L Minimum Quality: 80 

C:\Database\NIST05a.L Minimum Quality: 80 

C:\Database\PMW_TOX2.L 

PK# RT Library/ID CAS# Qual 


2 4.72 C:\Database\SLI.L 

COCAINE 000050-36-2 99 




761244.D Tue Jan 31 11:38:17 2012 Page 3 


Folk OIG PRR 019853 











Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMe th 
Integrator 


F; \Q4-2010\SYSTEM7\12_16__10\76124 5,D 
KAC 

16 Dec 2010 20:37 

BLANK 
ASD 
2 

DRUGS,M 
RTE 


Abundance TIC: 761246,D\data.ms 



Ret. Time 


Area Area % Ratio % 


INTEGRATED PEAKS*** 


761245,D Tue Jan 31 11:38:35 2012 Page 1 


Folk OIG PRR 019854 





Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
vial Number 
AcquisitionMeth 
Integrator 


F:\Q4-2010\SYSTEM7\12_16_10\761246.D 

KAC 

16 Dec 2010 20:50 


ASD 

46 

DRUGS.M 
RTE 


Abundance 

2000000 

1500000 

1000000 

500000 


TfC: 761246,D\data,ms 


4.712 


Time”> 


rpr-r 

2.00 


3.886 


-JU 


-yn 




T 






2.50 3.00 3.50 4.00 4.60 6.00 5.50 6.00 6.50 7.00 7.50 8.00 8.50 9.00 9.50 


Ret. Time 

Area 

Area % 

Ratio % 

3 . 886 

327670 

12.37 

14.11 

4.712 

2321761 

87.63 

100.00 


761246 ,D 


Tue Jan 31 11:38:40 2012 


Page 1 


Folk OIG PRR 019855 






Area Percent / Library Search Report 


Information from Data File; 

File Name : F:\Q4-2010\SYSTEM7\12_16_10\761246.D 

Operator : KAC 

Date Acquired : 16 Dec 2010 20:50 

Sample Name t 

Submitted by r ASD 

Vial Number i 46 

AcquisitionMethi DRUGS.M 

Integrator : RTE 


Search Libraries: C:\Database\SLI.L Minimum Quality: 80 

C:\Database\NIST05a.L Minimum Quality: 80 

C: \Database\PMW___TOX2 . L 

PK# RT Library/ID CAS# Qual 


1 3.89 C:\Database\NIST05a.L 

Imidazo[2;l~b]thiazole, 2,3,5,6-tet 014769-73-4 98 
Imidazo[2,1-b]thiazole, 2,3,5,6-tet 006649-23-6 97 
Imidazo[2;1-b]thiazole, 2,3,5,6-tet 014769-73-4 97 


Abimdance Average of 3.854 to 3.992 min.: 761246.0\data.ms (-) 



Abundance U59447\ fm(da20[2,1-b]thjazoie, 2,3,6,6-telfahydrO‘6-phenyj-* {S)- 

I 148 204 

I I ! 



761246.D Tue Jan 31 11:38:41 2012 Page 2 


Folk OIG PRR 019856 











Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F: \Q4“2010\SYSTEM7\12_16_10\761246,D 
KAC 

16 Dec 2010 20:50 


ASD 

46 

DRUGS,M 
RTE 


Search Libraries: C:\Database\SLI.L Minimum Quality: 80 

C:\Database\NIST05a.L Minimum Quality: 80 

C:\Database\PMW_TOX2.L 


PK# RT Library/ID 


CAS# Qual 


2 4.71 C:\Database\SLI.L 

COCAINE 


000050-36-2 99 


Abundance Average of 4.675 to 4.839 min.: 761246.D\data.ms (-) 




761246.D 


Tue Jan 31 11:38:41 2012 


Page 3 


Folk OIG PRR 019857 









Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q4-2010\SYSTEM7\12_16_10\761248 
KAC 

16 Dec 2010 21;15 

BLANK 

2 

DRUGS , M 
RTE 


Abundance TfC: 761248.D\data.nis 



Ret. Time 


Area Area % Ratio % 


INTEGRATED PEAKS*** 


761248.D Tue Jan 31 11:38:46 2012 Page 1 


Folk OIG PRR 019858 







Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired ; 
Sample Name i 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Data File: 

F:\Q4-2010\SYSTEM7\12_16_10\761249.D 
KAC 

16 Dec 2010 21:28 

COCAINE STD 

49 

DRUGS . M 
RTE 


Abundance 

10000001 


4.t07 


TIC: 76l249,D\dafa,ms 


500000 




0 


•-r-|-- r ^ r I - ) ^ I T -p -T - i-TT-pf ^ I ^ I I t I j 1 I i I ' I: i t t [ ! i r -T- y - r - r -i - f . ( " i i i i | i i i ^ p i i > j - T-T--F--r-]--T r-r-r-yT-r 

2.00 2.50 3.00 3.50 4.00 4.60 5.00 5.50 6.00 6.50 _ 7,00 7.60 8 . 00 __ 8.50 9.00 9.50 


Ret. Time 

Area 

Area % 

Ratio % 

4 .707 

1182652 

100,00 

100.00 


i 


761249.D Tue Jan 31 11:38:50 2012 Page 1 

Folk OIG_PRR_019859 













Area Percent / Library Search Report 


Information from Data File: 

File Name : P: \Q4 *-2010\SYSTEM7\l2__16_10\76124 9 , D 

Operator : KAC 

Date Acquired : 16 Dec 2010 21:28 

Sample Name : COCAINE STD 

Submitted by : 

Vial Number : 49 

AcquisitionMeth: DRUGS.M 
Integrator : RTE 


Search Libraries: C:\Database\SLI.L Minimum Quality: 80 

C:\Database\NIST05a.L Minimum Quality: 80 

C:\Database\PMW_TOX2.L 

PKji RT Library/ID CAS# Qual 


1 4,71 C:\Database\SLl.L 

COCAINE 000050“36--2 99 


Abundance Average of 4,676 io 4,808 min.; 761249.D\data.nis (-) 



761249,D Tue Jan 31 11:38:51 2012 Page 2 


Folk OIG PRR 019860 







